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Moto-Truc builds industry’s most complete line of Get These Free Catalogs! 
rugged, dependable walkie and small rider type indus- 


: 56R—Describes Moto-Truc small 
trial trucks. 


rider Models 


56W — Gives full details on 
Moto-Truc walkies 


Noted for their rugged simplicity and engineering ex- 
cellence, Moto-Trucs actually cost less to buy than other 
competitive models. And, it’s a fact — backed up by 


on-the-job cost records — that Moto-Trucs cost far less ~ = 
to operate and maintain too! = 
To cut handling costs with a minimum capital invest- ais the MOTO-TRUC co. 
ment be sure you investigate the complete line of <<“ 12407 TAFT AVENUE 

Moto-Trucs, CLEVELAND, OHIO 


ECONOMICAL SPARE PARTS—another MOTO-TRUC exclusive 


Moto-Trucs seldom need repairs but when they do you can count on fast delivery of 
low cost spare parts. 

A handful of parts can keep your Moto-Truc in top operating condition for months 
or even years at a time. And, when repairs are needed you can make them quickly 
and easily because Moto-Trucs are easy to service. 

Repair parts for Moto-Truc walkie and small rider models are a real bargain—compare 
prices and see for yourself! 


The MOTO-TRUC Co. 


CLEVELAND, OHIO 








— 
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Our growing nation has growing need for efficient 

railroad transportation. To supply this need, the 

Burlington is investing $22,250,000 in new loco- 

motives and freight cars this year. This is the price 

of progress—a further expression of our confidence 
in the future. 


H.C. MURPHY, President 


BURLINGTON LINES 
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This Allis-Chalmers FT-20 “passes” the cereal from warehouse 
to freight car. Enough cereal is loaded out every day to make up 
an entire freight train filled with Kellogg products. 


They “pass the cereal” 
with Allis-Chalmers 


Lift Trucks at 


Milley 


Passing the cereal is serious business at the Kellogg 
Company plant in Battle Creek, Michigan. It has 
.o be, for how can one take 728 million pounds of 
corn lightly . . . or 130 million pounds of rice .. . or 
90 million pounds of bran? Yet these are just a few 
of the raw materials that are processed into cereal 
yearly and then shipped round the world. 





Choosing lift trucks to handle this volume is also 
Coming up—24 cases of Kellogg's Variety Packages. They are moved serious business. A demonstration showed that an 
into storage by an Allis-Chalmers 2,000-lb lift truck. Operator Bill . 4: Myra ae ea 
Bender was assigned to the original demonstrator and liked it right Allis-Chalmers lift truck was apparently what both 
from the start. the company and the operators wanted. 


Here a 6,000-Ib Allis-Chalmers lift truck moves skids of printed flat Result: Kellogg now uses 21 Allis-Chalmers lift 
cartons of paper for cereal packages into processing. Operator James 
Smyth likes the unit's smoothness, its visibility and above all, its speed. 
“The other day | loaded 15 boxcars and five semi-trailers with this dling receiving, warehouse, and shipping operations 
truck in one shift,” said Smyth. 


trucks — many of them around the clock — han- 


... proving every day that there is a dollar-saving 
difference in lift trucks. 


Let your Allis-Chalmers dealer show you 
why these lift trucks can also make a dollar- 
(AC) saving difference in your plant. Allis- 


Chalmers, Milwaukee 1, Wisconsin. 54.154 


ALLIS-CHALMERS 


POWER FOR A GROWING WORLD 
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STUCK FOR STORAGE? 


MAKE WASTED SPACE WORK with NEW AIM 


Empty nooks and corners, even aisle areas, can pack 
payloads. Acme Steel makes it possible (and practical) 
with a new line of heavy-duty racks that permit high 
density storage of palletized items. 

Customize with Standard Components 

New AIM Brand Drive-In and Drive-Thru Racks cus- 
tomize your installations at lowest cost. Each installation 
is selected from a variety of arrangements to best suit 
type of material stored, loading and unloading require- 
ments and the physical layout of your warehousing area. 
And standard components do the entire job! 

Set a New Standard of Safety 

Full 3” square support rails have an exclusive two-way 
positive locking system—stud on outside and safety lock 


bolt* on inside—to assure double protection against 
movement and rail disengagement. Rail support arms 
are locked to the column easily and quickly with the 
safety load lock. 


Fastest Set-up and Adjustability 
Frames are complete sections of two welded 3” x 3” 
columns and 114” x 1%” channels (used as front-to-back 
and diagonal tie members). Keyhole slots in column 
faces, and round holes in sides, let you adjust support 
rails on 2” centers. Marks every 6” on sides speed rail 
placement and leveling without measuring. 
New Drive-In and Drive-Thru Racks extend the safety, 
stability and convenience that has made AIM Brand 
“All-Purpose” Rack universally successful. 
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Your local AIM Brand distributor has full facts. Call 
him for assistance in planning your customized rack lay- 
outs, using the Acme Steel line of standard components. 
Look in the yellow pages under RACKS or SHELVING. 


For your FREE copy of new, picture-packed idea book- 
let, ‘How To Win the Race for Storage Space’, write: 
Fabricated Materials Division, Acme Steel Company, 


Dept. DAD-71, 135th St. & Perry Ave., Chicago 27. 


* Patent applied for 


ACME IDEA LEADER IN 
wade FRAMING 
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All-Purpose Racks customize your general storage with standard components. 
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AT UNITED'S NEW CARGO SERVICE CENTERS, TRAINED 


EXPERTS PLAN YOUR SHIPMENT WITH EXTRA CARE 


Call United to ask about the best way to ship by air 
—air freight, air parcel post or air express. 

Ask about your shipment or schedule or rates. 
About tariff regulations, reserved space. door-to- 
door pickup or delivery service. 

Answers are only a finger tip away from your 
United Cargo Specialist. 

Some of the answers are in the electrically ro- 
tating section of the “Mainliner® Freight Desk.” 

Others come from the operating base in Denver. 
A desk-side phone makes a direct connection. 

If the answer to your question is in the termi- 
nal’s freight processing area, a public address sys- 
tem puts everyone in the terminal on call. 

There’s even a teletype network linking the 117 
cities United serves. 
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So all of the information about your shipment is 
only minutes away from your United Cargo Expert. 


Your contact at United’s ‘“Mainliner Freight 
Desk” is a trained cargo expert—equipped to an- 
swer your questions... fast. Another example of 
the way United takes Extra Care to serve you best. 

So put your next shipment on United. serving 
you with the world’s largest jet fleet. Call your 
Freight Forwarder, or your United Sales Office. 


WORLD’S LARGEST JET FLEET— 
KNOWN FOR EXTRA CARE 
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CHUTING 
THE 


Grim Competitive Picture 
Predicted for Carriers 


“A grim competitive picture” for 
the trucking industry was _ pre- 
dicted at the recent meeting of the 
Customer Relations Council, Ameri- 
can Trucking Associations, Inc. 

William B. Saunders, transporta- 
tion consultant, made the predic- 
tion. However, he added that “po- 
tential traffic in 1961 will be some- 
what greater than in 1960,” The 
speaker stressed three ingredients 
for successful selling of common 
carrier truck service—carriers 
must know their own costs, the 
costs of rail and private carriers, 
and the shippers’ total needs. 

The organization voted to change 
its name. During the final day of 
the Washington, D. C., meeting the 
group adopted as its name the 
Sales Council. 

William G. Mitchell, director of 
sales for Eastern Express, Inc., 
Terre Haute, Ind., was elected pres- 
ident. The title for this office was 
formerly chairman. G. E. St. Jeor, 
general sales manager, Interstate 
Motor Lines, Salt Lake City, Utah, 
last year’s chairman, became this 
year’s chairman of the board. 


Joint Survey of Transportation 

A survey of all transportation 
equipment that will be available in 
emergencies is being conducted 
jointly by the National Defense 
Transportation Agency and the Of- 
fice of Civil and Defense Mobiliza- 
tion. Approximately 14,000 NDTA 
members will collect the data. After 
collection, the data will be turned 
over to interested government 
agencies for study. 
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Regular Common Carrier Conference Board of Governors 
Hears Presidential Aide Speak About Transportation 


Former Dean of Harvard Law School James M. Landis, who is now a 
special assistant to President Kennedy, addressed the Board of Governors 
of the Regular Common Carrier Conference at its recent meeting in 


Chicago. 


There were three issues of great importance which the Board asked 


Fibre Box Association 
Studies Containerization 


The Fibre Box Association in its 
22nd spring meeting, heard a re- 
port on the effect of containeriza- 
tion on the fibre box industry. 

The report was given by Clarence 
F. Smith, chairman of the Trans- 
portation Policy Committee. 

“Containerization presents a defi- 
nite challenge to our industry,” 
Smith said. “We should be fully 
acquainted with its development 
and it is suggested that our mem- 
bers explore every possibility of 
adapting our products to the needs 
of containerization while insuring 
that the nation’s products are 
safely delivered to the consumer.” 

Peter W. Hoguet, of The Econo- 
metric Institute, Inc., addressed the 
meeting. He reviewed the status of 
each segment of the economy which 
affects the demand for fibre boxes. 
He concluded with a forecast. 


Lighting Rules Effective July 1 
New ICC lighting and safety 
regulations will go into effect on 
July 1. Copies of the new regula- 
tions are available at the ICC head- 
quarters in Washington, and at 
field offices of the Bureau of Mo- 
tor Carriers throughout the nation. 
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Landis about. They were: revitali- 
zation of federal regulatory agen- 
cies, the administration’s policy 
toward transportation, and the ef- 
fect of ICC reorganization on the 
highway common carrier industry. 

Alex Dreier, well-known radio 
and television commentator, was 
another speaker. He spoke to the 
board about domestic and foreign 
affairs and the future of the nation 
in general. 

Conference Chairman Michael P. 
Murphy, vice president of Gate- 
way Transportation Co., Chicago, 
Ill., said that the purpose of the 
meeting was to devise sound poli- 
cies for highway common carriers 
to follow. The chairman said, “I 
believe operations and equipment 
will receive added attention. Some 
means must be found to make every 
move contribute toward clean, prof- 
itable operations.” He further com- 
mented on the rapid changes occur- 
ring in the industry. “New tax 
proposals, new ideas in regulation, 
new competitive concepts—all these 
and more have come at us with a 
rush.” 


Federal Highway Adminis- 
trator Rex M. Whitton an- 
nounced that almost 26 per 
cent of the 41,000 mile Inter- 
state System is now open to 
traffic. That is approximately 
10,600 miles. 

(Please Turn Page) 





Chuting the News... 


(Continued from Preceding Page) 


Operations Council Holds Annual Membership Meeting; 
Terminals, Delivery, and City Operations Discussed 


The Operations Council of the American Trucking Associations, Inc., 
held its annual membership meeting recently in Atlanta, Ga. 

The four-day meeting was composed of clinics, equipment exhibitions, 
labor discussions, and addresses concerning the most outstanding problems 


in the field. 

These addresses followed the 
opening address by Guy W. Rut- 
land, vice president of The Motor 
Convoy, Inc. The subject of his ad- 
dress was “How to Achieve Profit- 
Abilities.” In his speech, he 
stressed the problem of traffic in 
urban areas and suggested that 
terminal operators be reasonably 
flexible in their operations. 

He said that community relations 
should be examined “to make sure 
that we are working closely with 
our shippers and our city planning 
commissions on such matters as 
routes and hours of operations.” 
He stressed close cooperation of 
shippers, retailers, and manufac- 
turers in devising new packaging, 
loading, and scheduling methods. 

Other speakers at the meeting 
were: E. G. Lackey, secretary and 
treasurer of Pilot Freight Carriers, 
Inc., “The relationship of Opera- 
tions to Sales”; Ewing H. Miller, 
of Miller, Miller, and Associates, 
“The Human Factor in Industrial 
Planning”; Francis J. Dery, direc- 
tor of the industria! safety division 
of Ford Motor Co., “Industrial 
Safety”; W. R. Carter, assistant 
vice president of personnel, South- 
ern Bell Telephone, “Personnel”; 
John J. Gill, president, American 
Trucking Associations, Inc., “The 
Motor Carriers Role of the Fu- 
ture.” 

New Operations Council officers 
are: F. T. Stroud, Mercury Motor 
Express, chairman; Robert D. 
Beach, All States Freight, Inc., first 
vice chairman; John R. King, Ma- 
son and Dixon Lines, Inc., second 
vice chairman; D. D. Padgett, Yel- 
low Transit Freight Lines, Inc., 
third vice chairman; Henry Wyn- 
berg, Chippewa Motor Freight, 
Inc., treasurer; James W. Boyer, 
American Trucking Associations, 
Inc., executive secretary. 
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‘Consumer Transport Rights’ 
Asserted by Traffic Group 


The Chain Store Traffic League, 
meeting recently in Washington, 
D. C., adopted a resolution to let 
carriers know how shippers fee! 
about “the harassments, threats, 
and aspersions, recklessly aimed at 
their customers; their indifference 
to shipper and receiver small ship- 
ments needs and their continual 
cry for higher freight rates and at 
the same time, limiting service.” 

H. E. Chapman, traffic manager 
of S. S. Kresge Co., Detroit, in in- 
troducing the matter, asked why 
shippers remain silent about their 
rights in the face of “this one-sided 
apparent propaganda campaign 
now taking place.”’ 

Newly elected President G. O. 
Wilson, general traffic manager, 
Gamble-Skogmo, Inc., Minneapolis, 
Minn., appointed a committee to 
compose the resolution based on 
Chapman’s views. 

Committee members were T. C. 
Hope, general traffic manager, 
Montgomery Ward & Co.; R. Web- 
ber, general traffic manager, Spie- 
gel, Inc., and A. G. Milligan, traffic 
manager, The Sperry & Hutchinson 
Co. 

Douglas Macdonald, general traf- 
fic manager, Butler Brothers, Chi- 
cago, was elected western vice 
president. Walter Nizynski, traffic 
manager of W. T. Grant Co., New 
York, was re-elected secretary- 
treasurer. Chapman was re-elected 
eastern vice president and R. A. 
Berry, traffic manager of Morgan 
& Lindsay, Inc., Jasper, Texas, was 
re-elected southwestern vice presi- 
dent. Milligan was appointed chair- 
man of the executive committee. 
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Coming Events 


June |-2—American Society of Traffic and 
Transportation, Illinois Chapter, Physical 
Distribution Seminar, Sheraton-Chicago 
Hotel, Chicago, Ill. 

June 1!-3—Materials Handling Equipment 
Distributors Assn., National Convention, 
The Denver Hilton, Denver, Colo. 

June 25-29—American Trucking Associa- 
tions National Accounting and Finance 
Council, The Denver Hilton, Denver, Colo. 

June 28-30 — International Truck, Trailer, 
and Equipment Show, Brooks Exhibit Hall, 
San Francisco, Calif. 

July 25-27—Air Freight Cartage Confer- 
ence, Edgewater Beach Hotel, Chicago, 
ill. 

Sept. 17-20—National Defense Transporta- 
tion Assn. Transportation and Logistics 
Forum, The Denver Hilton, Denver, Colo. 

Oct. 3-5—National Assn. of Shippers Ad- 
visory Boards, Statler-Hilton Hotel, Buf- 
falo, N.Y. 

Oct. 7-10—Conveyor Equipment Manufac- 
turers Assn. Annual Convention, Ponte 
Vedra Beach, Fla. 

Oct. 8-13—American Trucking Assn. Na- 
tional Convention, Sheraton-Carlton 
Hotel, Washington, D. C. 

Oct. 18-20— Packaging Institute Annual 
National Forum, Biltmore Hotel, New 
York, N.Y. 

Oct. 19-21—Southeastern Warehouseman's 
Association Meeting, Tampa Terrace, 
Tampa, Fla. 

Oct. 23-26—Private Truck Council of Amer- 
ica's Fleet Maintenance Exposition, New 
York Coliseum, New York, N.Y. 

November 1!-3—Society of Plastics Engi- 
neers, Southwestern Packaging Exhibition, 
Sheraton-Dallas Hotel, Dallas, Tex. 

November 8-9—Packaging Machinery Man- 
ufacturers Institute, Annual Show, Cobo 
Hall, Detroit, Mich. 

November 13-14—Society of Packaging 
and Handling Engineers, Annual Eastern 
Show, 5th Regiment Armory, Baltimore, 
Md. 


Lift Truck Group Election 


The Association of Lift Truck 
and Portable Elevator Manufactur- 
ers recently elected K. E. Forster 
president for the coming year. He 
is general sales manager of Bar- 
rett-Cravens Co., of Northbrook, 
Ill. Stanley R. Bryant, manager of 
the marketing division of Raymond 
Corp., was elected vice president 
and Hanson & Shea, Inc., Pitts- 
burgh trade association manage- 
ment firm, was elected secretary- 
treasurer. 


Wooden Box Association Meeting 


The summer meeting of the Na- 
tional Wooden Box Association will 
be held at the Cavalier Hotel in 
Virginia Beach, Va. The dates of 
the meeting are July 12-14. Perti- 
nent issues will be under discussion 
at the meeting. 
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Checklist for Repairing Hydraulic Systems 


N MANY cases, a minor operating defect in the hydraulic system of an industrial truck 
| can be easily corrected. All it takes is maintenance personnel who know what to look 

for. This check chart is prepared by John Draxler, ehief engineer of the Elwell-Parker 
Electric Co., as an aid to your maintenance operation. 








Look for worn pump or pump motor, low voltage, loose electrical connection, 
or hose line restriction. 


Problem 1 


Low working pressure. 


Look for weak or broken relief valve, scored relief plunger or seat, worn or 
Problem 2 broken seal (O-Ring), dirt or foreign matter, a plunger which does not 
open all the way, or a sticking plunger. In addition, check air in lines, 


No motion, slow or jerky motion of the 3 
worn packing, packing cups, or broken pocking cup backup rings. 


elevator or the mast when tilted. 


REMEDIES—Replace weak or broken parts; lap in relief valve plunger seat with light grinding 
compound; replace seal, flush entire system; adjust control leakage for equal plunger strokes 
and replace return spring if broken; remove scores on plunger with medium grade emery 


cloth dipped in oil; replace spring. 
In addition, bleed cylinder by relieving bleeder screw or breaking line coupling screw; with 
oil at working pressure; or replace worn part. 


Problem 3 Look for oil by-passing the valve plunger. 


Load on cylinder will not hold. 


REMEDY—This condition can only be corrected by the truck manufacturer by rehoning the 
plunger bore and replacing the plunger with an oversize valve. Note: Be sure to check the 
cylinder, since in some cases, wear in the cylinder or packing will allow load to drop. 


Problem 4 Look for worn or damaged packing assembly, damaged auxiliary O-Rings. 
Seeping packing gland. 


REMEDY—Adijust or replace packing assembly; replace auxiliary O-Rings. 


Problem 5 Look for foreign matter or obstruction at tilt check needle. 


Tilt speed of mast is normal on back- 
ward movement, but sluggish on for- 
ward movement. 


REMEDY—Back-off needle valve by relieving lock nut; operate tilt; tilt motion both directions; 
reset check for desired tilt motion; lock jam nut. 


Problem 6 Look for foreign matter lodged on valve seat or check valve, worn or pitted 
plunger check valve seat, weak pressure spring of check valve, worn packings 


Holding pressure of of cylinder, also first six factors listed in Problem 2. 


attachments drops. 


REMEDIES—Flush out check valve; lap in seat if badly pitted or replace check valve; replace 
pressure spring; replace worn packings; also first six factors listed in remedies portion of Prob- 


lem 2. 
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EXIDE POWER PACKAGE 





Exide Industrial Marketing Division, The Electric Storage Battery Company, Philadelphia 20, Pa. (€sB 


2258 


85 AMP-HR-ONLY 22% in. HIGH! 


Hence battery life potential remains high. 


Here's the new high in battery capacity for 
electric industrial trucks —the Exide-Ironclad 
TSC Battery. It is available right now and 
it will fit in the battery compartments of 
your present trucks without modification 
It conforms to the design thinking for 
future. trucks as expressed by truck 
manufacturers. 


This battery offers a capacity of 85 amp-hr 
per positive plate—increased from the pre- 
vious highest available capacity of 80 
amp-hr in the Exide-lronclad TGS—and 
still with over-all height of 22% in. The 


St WORT OT Or beet Reese 


New tubing boosts battery capacity 

Side view of tubing magnified twice size shows 
the fine mesh with thousands of pores for easy 
flow of electrolyte. Holds active material 
firmly against loss. 
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length and width dimensions of the bat- 
tery are also unchanged. Therefore the 
new battery occupies the same space as 
present batteries. 


A unique feature of the Exide-Ironclad 
Battery is the tubular construction of the 
positive plates. With the square-shaped 
tube, introduced over a year ago in the 
TGS Battery, Exide made it possible to get 
higher capacity from each positive plate 
through greater area in contact with 
the electrolyte. 

Now, in the TSC Battery, Exide introduces 
woven mesh tubing, still square shaped, 
but with higher porosity for easier access 
of electrolyte. This new tubing is able to 
hold more active material, which, in 
addition to the higher porosity, results in 
higher capacity than ever before. The tub- 
ing is of a special nonoxidizing material 
of proven long life in extensive laboratory 
tests and field applications 


This increase in battery capacity has been 
achieved without increasing the height of 
the battery. Thus you can step up the 
work capacity of your present trucks with- 
out the extra expense of modifying the 
battery compartments. The Exide-Ironclad 
TSC is still only 22% in. high. Likewise 
its specific gravity is still only 1.275. 
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With theintroduction of the Exide-Ironclad 
TSC, Exide now makes it possible for you 
to match your particular battery power 
requirements more closely than ever. If you 
are readyto buy a new truck or new battery 
now, talk with your Exide representative 
about how you can get the maximum 
power for your dollar. 


Only Exide offers so broad a range of bat- 
tery types: Exide-Ironclad, Exide-Power- 
clad premium flat plate, and Exide Nickel- 
iron alkaline (invented by Thomas A. 
Edison). Exide chargers are available in 
both motor-generator and silicon rectifier 
types, in sizes to cover all needs. Exide 
service men are coast to coast, all factory 
trained in both batteries and chargers. 


Make sure you get maximum economy in 
your battery power. Write Exide Indus- 
trial Marketing Division, The Electric 
Storage Battery Company, Philadelphia 
20, Pa. 


Exide 
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CONTAINER 


ZATION... 


Truck and Rail Container 





A Toronto company has devel- 
oped a new transfer system which 
may effect truck and rail shipping 

Steadman Industries, Ltd., has a 
system which enables a truck driver 
to separate the cargo container 
swiftly from truck chassis and 
transfer it to the ground, railway 
flatcear, flatbed trailer, or terminal 
bays and reverse. Designs for 
fishy-back and birdy-back are being 
considered. 

Cargo containers can be rectan- 
gular box type or round tankers 
Key to the system is a steel rocker 
It operates as a simple see- 
truck 
rocker 


beam. 
with the container or 
body mounted on it. The 
beam can be applied to any stand- 
ard truck chassis. 

The rocker beam principal can be 


saw 
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applied to containers without legs 
through use of inexpensive loading- 
dock accessories. By freeing driv- 
ers and trucks to handle more 
goods in less time, trucking com- 
panies get more mileage out of 
fewer trucks. 

The system is an aid to piggy- 
back in that the cargo container 
can be separated from the truck 
chassis and side-loaded onto a rail- 
way flatcar by the driver and one 
vardman in less than five minutes. 

Photographs show operational 
stages of the Steadman system. 
Viewing them in order: The con- 
tainer is shown standing on its own 
legs. Next it is ready to be picked 
up by truck. Then it is driven to 
the railway terminal. There the 
load is connected to a turntable. 
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Standards for 
containers win 
ASA approval 


The American Standards Asso- 
ciation has approved containeriza- 
tion standards for highway, mari- 
time, and rail transportation. 

The new standard establishes 
nominal lengths of 10, 20, 30, and 
40 ft for van containers with a 
cross section of 8 ft x 8 ft. The 
initial standards, first in a pro- 
posed series of American stand- 
ards, was developed by a sectional 
committee made up of 75 national 
organizations and associations. 

Another standard, still under de- 
velopment, concerns exact sizes of 
van, cargo, and pallet containers. 
The object: to permit absolute in- 
terchangeability of van containers, 
expediting handling, transfer, and 
reshipment. 

The U. S. Maritime Administra- 
tion was a participating organiza- 
tion. It has announced that all 
ships designed to carry containers 
for which construction-differential 
subsidy or government - insured 
mortgages are sought must be de- 
signed to accommodate standard 
sizes of containers as specified by 
the new standard. 

Administrative sponsors of the 
75-member committee are the 
American Material Handling So- 
ciety and the American Society of 
Mechanical Engineers. Until stand- 
ards work was instituted the prob- 
lem of size was an internal one for 
each transportation medium. 

The chairman of the Federal 
Maritime Board, Thomas E. Sta- 
kem, said that approval of stand- 
ard sizes for van containers “is of 
great importance to the Merchant 
Marine. We must press with all 
possible speed for international 
standards which are so necessary 
for foreign commerce.” 


And hydraulically pushed onto the 
flatear. The turntable then swings 
into lengthwise position. 
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CONSISTENT 


Freight Transportation 
Service Between 


30,000 Cities 


SPECTOR FREIGHT SYSTEM, Inc. 
Spector + Steffke - Great American Transport 
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Messy records mean time losses! . . . time 
losses are dollar losses! . . . stop both with 


Carstens 


METAL CLIP BOARDS 


pase | 
a 1} a, 


Stop. doliar losses that | 
result from errors due to j 
illegible or damaged rec- 

ords. Carstens metal clip 

boards are easy to use 

and keep clean. 


Made of anodized alumi- 

num, with strong steel clip = =——~—_ 

spring. . . Carstens Clip 

boards have full protec- 

pe Available either plain or embossed. Standard size 
x iz. 


Protect important records against 


© grease stains ¢ moisture 
© tearing wrinkling 


™ Write for complete details or see your local auto supply 
( dealer. Dealer inquiries invited. 
aeons 
M CARSTENS MANUFACTURING COMPANY 
=m § 4629. Ronald Ave. * Chicago 31, Il. 
a4 Telephone: UNderhill 7-9410 
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‘ By Neil R. Regeimbal 


| WASHINGTON SCOPE 


eatin 
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Chilton Washington 
News Bureau 


NEW TRANSPORT STUDY—A new study 
of the nation’s transportation system is underway 
in the U. S. Commerce Department. The study, 
under Clarence D. Martin, Jr., new Under Secre- 
tary of Commerce for Transportation, is being 
conducted by a special task force. It is consider- 
ing recommending “realistic” tax and deprecia- 
tion laws, extending a proposal for user charges 
for air and trucks to “other areas,” and reducing 
the government’s right to get reduced rates. 


HIKE CAR FEES—Railroads have won 
permission from the ICC to boost minimum car 
charges. New minimums are $60 in the East and 
$40 in the South and West. Minimums now apply 
to previously exempt commodities such as brick, 
cement, coal, sugar cane, and sand. The approval 
was granted as part of the general tariff increases 
granted last fall. Present minimums are $40.23 
in the East, $38.76 between East and South, in 
the South, and between the South and West, and 
$39.83 in the West and between the East and 
West. 


DEFINE AGRICULTURE EXEMPTION— 
The ICC has set guides for shippers and agricul- 
tural cooperatives to measure activities under the 
special exemption. The law permits a farm co- 
operative to transport without commission ap- 
proval goods related to farming activities of 
members, without regard to commodities. Any 
other transport activities must be regulated. ICC 
found that the Agricultural Commodity Service 
was not a co-op under the act, and not entitled 
to the exemption. In a broader ruling, it also 
found that only persons or corporations actually 
farming qualify as members of a true co-op for 
exemption purposes. The co-op must control the 
equipment and the driver to qualify. 


BROADEN EXPLOSIVES STUDY—A bat- 
tle is expected over an ICC proposal to require 
private trucks carrying explosives, petroleum 
products, or other dangerous cargoes to register 
and report on their operations. Such private car- 
riers are now subject only to ICC safety regula- 
tions. This proposal will be combined with a 
current investigation of railroad grade crossing 
accidents involving common carriers of similar 
cargoes. 

(Please Turn to Page 65) 
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DRUGS, over 20,000 different products, are 


supplied on fast order with carts moving 
swiftly on Trukveyor. 





BOOKS for carton-lot or less-than-carton orders move safely to packing area on Truk- 
veyor. Cart switching is automatic. 





GROCERIES by the ton move in and out of 
storage systematically with Trukveyor . . 
good “warehousekeeping” is promoted. 








FREIGHT handling in railroad and motor terminals is boosted per manhour with Truk- 
veyor ... claims are reduced. 


TRUKVEYORS ...a better way to — Srcoossanesnn sen 


through receiving, storing, shipping. Truk- 
veyor minimizes physical handling. 


facilitate movement of goods 


VORRESSUT PRD ONDE DPE OARE DL: AC, AL OCHRE EE HARE 
GEER EES fe Pre: 

LINK-BELT TRUKVEYORS speed re- truck disengagement at any point. { = > aer Ge 
ceiving, storing, sorting, shipping. End There’s even automatic switching, 
congestion. Reduce physical effort. Ap- transfer and routing of trucks. Systems 
plications are as diverse as book han- include popular in-the-floor versions as 
dling and supermarket parcel pick-up. well as the overhead type. Right from 

Safe and gentle, Trukveyors assure the start—and in the long run, too— 
that goods will remain intact; they ac- Link-Belt Trukveyors lower the cost 
commodate changes in floor elevation, of moving goods. 
execute horizontal turns, permit easy 


OPERATING MECHANISM of Trukveyor is out of sight but 
easily accessible. Cover plates and track channels are integral 
and removable. Trucks are readily engaged and disengaged. 


PARCELS are conveniently carried by Kart- 
| HE-FLOOR AND OVERHEAD TRUKVEYORS veyor from store to distant parking lot in 
N-THE- 0 shopping center. Kartveyor is adaptation of 

Trukveyor 

LINK-BELT COMPANY: Executive Offices, Prudential Plaza, Chicago 1 
To Serve Industry There Are Link-Belt Plants, Warehouses 
District Sales Offices in All Principal Cities. Export Office, 
York 7: Australia, Marrickville (Sydney); Brazil, Sao Paulo; 
Canada, Scarboro (Toronto 13); South Africa, Springs; Switzerlan 
Geneva. Representatives Throughout the World 15 





CONVERT YOUR PALLETS 
TO PORTABLE RACKS 
THIS EASY WAY... 


7s 








Pat. No. 2,828,932; Pat. No. 2,828,933 & Pats. Pending 


With TIERRACK Frames... 


No Nuts, Bolts or Fixtures! 


Almost as fast as you can say “‘warehouse portability,” 
two interchangeable tubular steel frames snap onto your 
regular warehouse pallet, creating a lightweight, port- 
able rack that supports thousands of pounds. 


Two curved pins lock the frames rigidly at the top. In 
seconds, you have a portable rack... without special 
parts or attachments of any kind. 


These portable Tier-Racks enable you to operate with 
fewer aisles, use all your “air space,” and alter your 
layout as fast as warehouse conditions change. 


See how you can gain more storage space in your present 
warehouse... plus portability, too. 


TIER-RACK CORPORATION 


122 N. 7th St. * St. Louis 1, Mo. 


DISTRIBUTION AGE, JULY 
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Free Brochure / 
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PAN 
WORLD 


Opens an easier way to 


Now, One Phone Call Can Make Doors To The Pacific Open 
Faster, Sales Go Smoother... Through The Most 
Complete Marketing Service Ever Developed! _ 


WORLD-WIDE INFORMATION 
Current, valuable, authoritative 
information on 114 world trade 

centers in 80 foreign lands! 
¢ Pan Am gets you marketing facts— 
plus special needed information. 
¢ Pan Am can help find markets for 
products, also distributors, buyers, 
bankers overseas. 
¢ Pan Am advises all the way on 
containers, insurance, rates, routes, 
collections. 
¢ Pan Am monthly magazine lets you 
in on “inside” information, overseas 
opportunities. 


*Trade Mark, Reg. U. S. Pat. Off 


WORLD-WIDE TRANSPORTATION 
More flights direct to more major 
markets by the world’s largest, 
fastest overseas air cargo fleet! 
¢ Fastest delivery overseas, from 15 
international gateways in the U.S., 

plus faster ground procedures. 

¢ One source for documentation, plus 
world’s largest international truck-air 
system, cuts red tape. 

¢ More space, more speed! More all- 
cargo planes and over-ocean Jets. 

¢ Rates lower than ever! In more and 
more cases distribution by Pan Am 
costs less than by surface. 


DAR 1 Ai 
PAN AM Ff S YOU IN BL 


business with the Orient... 


we the WORLDS MOST EXPERIENCED AIRLINE 


WORLD-WIDE REPRESENTATION 
More American and English-speaking 
personnel to represent you 
and your shipment overseas! 
¢ You get 114 world-wide offices—at no 
extra cost! Your shipment is handled 

as you want. 

¢ American viewpoint on the spot from 
American-trained personnel with local 
market know-how. 

¢ World-wide contact service! PanAm’s 
integrated sales/service organization 
takes the hitches out of world marketing. 
¢ World-wide follow-through makes 
world’s surest delivery! 


SINESS-ABROAD — WITH ONE PHONE CALL! 


Call your cargo agent, freight forwarder or Pan Am office. 





Men in the News 


Traffic 


Robert Gilworth—promoted to su- 
pervisor of traffic, shipping, and 
packaging, Cannon Electric Co., Los 
Angeles. 

Frank L. Barton—appointed dep- 
uty under secretary for transporta- 
tion, U. S. Department of Commerce, 
Washington, D. C. 

Robert J. Ruddy —named claims 
manager of the traffic department of 
Gold Stamp Co., Minneapolis. 


Edwin F. Mun- 

dy — elected vice 
president for 
traffic at Na- 
tional Biscuit Co. 
He has been Na- 
bisco’s director 
of traffic since 
1959. 

Cc. G. Rickenbaugh—selected as 
general chairman of the National 
Convention of the Associated Traffic 
Clubs of America. He is traffic man- 
ager at Radio Corporation of Ameri- 
ca’s Van Nuys Defense Electronics 
Plant. 

Donald K. Ballman—new vice pres- 
ident for marketing, purchasing, and 
distribution, Dow Chemical Co. 

Charles H. Beard—chairman of the 
services unit of the publicly owned 
corporation “B” division, Greater 
New York Fund. He is genera! traf- 
fre manager of Union Carbide Corp. 
in New York. 

James C. Higgins—appointed man- 
ager of rates-chemical, Pittsburgh 
Plate Glass Co. H. Bruce Reaves— 
manager of rates-glass and paint. 
James E. Weaver—manager of trans- 
portation. G. John Lambillotte—man- 
ager of planning. Warren W. Clark— 
office manager. 

Gerald Bolzak—made traffic coor- 
dinator, Sun Chemical Co., New York. 


Transportation—Air 


John H. Mahoney—named 1961 Air 
Cargo Man of the Year by Air 
Freight Forwarders Association. He 
is senior vice president-sales of Sea- 
board & Western Airlines, Inc. 

Harold L. Graham, Jr.—appointed 
director of cargo sales, Pan Ameri- 
can Airways, New York. 

Richard G. Matheson—made as- 
sistant to R. M. Ruddick, vice presi- 
dent and assistant to the president, 
United Air Lines, Chicago. 

James G. Byrnes—-promoted to di- 
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rector of air services, REA Express, 
New York. Russell E. Sippel—pro- 
moted to director, air sales. 


—Highway 

W. L. Nahrgang—elected president 
of Johnson fotor Lines System. 
M. E. Sheahan—becomes chairman of 
the board. 

Willard N. Johnson—appointed di- 
rector of sales of the Refrigerated 
Division of Merrifield Trucking Co. 
His headquarters will be in the Los 
Angeles Terminal. 

Herbert Block — named terminal 
manager for the Quad City area by 
Spector Freight System, Inc. He will 
operate the terminal at Rock Island. 

Virgil R. Crabb—promoted to gen- 
eral manager of the Garrison Fast 
Freight Division of Consolidated 
Freightways. Edward Minick—to di- 
rect Newark terminal. 


Raymond Row- 
itzer — elected 
president of 
Highway Trail- 
ers of California 


& in Los Angeles. 
a 


Perry Moss—driver for Aero May- 
flower Transit Co., Inc., cited by Ar- 
thur Godfrey for rescuing a woman 
from flaming wreckage in a highway 
crash. 

W. Stanhaus—elected president of 
Steffke Freight Co., wholly-owned 
subsidiary of Spector Freight System, 
Inc. Stanhaus is president of Spector. 

Edward Nugent—newly appointed 
manager of the New York Terminal 
of Wilson Freight Forwarding Co. 

Tom Britt—named manager of the 
new Mississippi Delta Terminal of 
Gordons Transports, Inc. 

George A. Mentzer—named adver- 
tising manager of commercial prod- 
ucts, B. F. Goodrich Co., Akron, Ohio. 

Joseph E. Ludden—new vice presi- 
dent of labor relations, Gateway 
Transportation Co., La Crosse, Wis. 
Richard J. Sherer—vice president of 
operations. John H. Kolhoven—con- 
troller, assistant secretary and as- 
sistant treasurer. 

Albert G. Crockett—elected vice 
president of Mack Trucks, Inc., of 
Plainfield, N. J. 

Arnold L. Haupt—named district 
manager for northern terminals of 
Spector Freight Systems, Inc. 

Galen J. Roush—elected chairman 
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of the board of Roadway Express, 
Inc., Akron, Ohio. Richard W. Corns 
—elected president. J. Robert Wil- 
son—new executive vice president. 

Walker L. Cisler—named chairman 
of the board of Fruehauf Trailer Co., 
Detroit. W. E. Grace — re-elected 
president of Fruehauf. 

John C. Robb—elevated to terminal 
manager of Ringsby Truck Lines 
Chicago refrigerated terminal. 

William B. Furlong—promoted to 
supervisor of accounts and reports, 
Spector Freight Systems Chicago of- 
fice. Jerome Wolf—director, operat- 
ing services. 

Edwin R. Stroh—new automotive 
and marine general sales manager, 
Motorcraft Division, Ford Motor Co., 
Dearborn, Mich. 


Champ Carry (left)—elected chair- 
man of the board of Pullman, Ince., 
New York. W. Irving Osborne, Jr. 
(right)—elected president. 

M. Stanley Cogan—assistant vice 
president of the International Divi- 
sion of REA Express. Albert V. 
Casey—appointed vice president and 
treasurer. 

Roy B. White—named honorary 
chairman of Baltimore and Ohio Rail- 
road. Howard E. Simpson—chairman 
of the board. Jervis Langdon, Jr.— 
new president. 

William A. Sparks—assistant vice 
president of traffic of the Louisville 
and Nashville Railroad. 

Walter J. Tuohy—winner of the 
Horatio Alger Award given by the 
American Schools and Colleges Asso- 
ciation. He is the president of the 
Chesapeake and Ohio Railroad. 


Joseph D. Boy- 
lan— made New 
York freight 
sales manager of 
the New York 
Central Railroad. 


M. R. Cring—appointed vice presi- 
dent, executive department, of the 
Missouri-Kansas-Texas Railroad, St. 
Louis, Mo. 

R. Ellis Johnson—elected president 
of the Chicago, Rock Island, and Pa- 
cific Railroad, Chicago. 

John Holloway — appointed traffic 
manager of the Eastern sales divi- 
sion, Soo Line Railroad, New York. 
Gordon A. Johnstone—assistant traf- 
fic manager, New York. 

Joseph G. Feeney—becomes vice 
president of REA Express, heading 
the Washington offices of the com- 
pany’s Executive Department. 

(Please Turn to Page 94) 
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“It all goes great when it goes Great Northern’ 


From iron ore to ironing boards—A-frames to X-ray Next time you’re shipping or receiving goods, be 
machines—take it from old Rocky, you’ve got it going sure to check out the GN brand of service. It sizzles. 
on the right track with Great Northern Coordinated For information, write: G. D. Johnson, General Freight 
Shipping Services. Ship by freight car, truck or Traffic Manager, Great Northern Railway, 
piggyback. Any one, any two, all three. Ship St. Paul 1, Minnesota. 

less-than-carload, trailerload or carload— Business trip? Family vacation? Go great— 
you name it—we’ll move it fast and de- across the scenic top of the nation—on Great 
pendably at a mighty advantageous rate. 28 Northern’s incomparable Empire Builder. 


Offices in principal cities of U.S. and Canada 
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When the giants fall... 


‘‘At 6:45 a.m. tomorrow, we'll 
go to work cutting this stand. We'll load the logs, charge the mill, work 
the drying yards, load the freight cars and ships. We’ll handle this redwood 


) 


spruce 23 times—in mud, over rough ground, in all kinds of weather. 


‘“‘When you’re in the business 
of moving materials— whether it’s lumber, steel or any other—the equip- 
ment makes the difference. That’s why we demand fork lifts that will 


nr «. ‘ 99 
stand up. That’s why we buy Clark. 


Clank Industrial Truck Division 
, CLARK EQUIPMENT COMPANY 
EQUIPMENT 


Battle Creek, Michigan 
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see your local Clark Dealer 




















MADE TO ORDER FOR 
MOTOR TRANSPORT ° 


Shipments that need to get there fast and 
economically meet those requirements when they 
travel by truck, the direct, door-to-door transport system. 
Any of the motor carriers in your area will gladly point 
out the many other ways you save when you ship by truck. 


AMERICAN TRUCKING INDUSTRY 


American Trucking Associatiors, Inc., Washington 6, D. C. 


THE WHEELS THAT GO EVERYWHERE 
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Comments on 8.1197 


The second—or at least the third—hottest 
issue on Capitol Hill is a senate bill labeled 
S.1197. It proposes to change a rate-making 
rule in the Transportation Act of 1958. 

The present rule directs ICC not to consider 
the effect new rates of one mode of transpor- 
tation would have on competing modes. This 
is supposed to implement the aims of the na- 
tional transportation policy to foster all modes 
of transportation. The intended effect also is 
supposed to permit carriers to pass on to 
shippers rate reductions possible by inherently 
low and fully compensatory operation costs. — 

S.1197 would require ICC to consider the 
effect of changes in rates by one mode on the 
other modes. This is not a new idea. It was 
a rate-making rule in the Transportation Act of 
1940. The Congress reversed it in the present 
Act because, among other things, it was re- 
garded as obsolete. 

Did the Congress err? S. 1197 makes it seem 
that way. Yet, the facts before us differ. 

For example, it is being claimed that the 
present rule caused such unfair competition 
that certain motor carriers were forced out of 
business; that hundreds of drivers are out of 
work. When we asked a number of truck oper- 
ators to comment on this point, they merely 
shrugged their shoulders. The consensus was 
“That's the way of competition. Those carriers 
took that business from the railroads in the 
first place.” 

Most general commodity shippers tell us that 
they oppose S. 1197. NITLeague has taken a 
strong position against it. The Teamsters’ Union 
supports it but railway labor groups oppose it. 
Even members of the Senate Interstate and For- 
eign Commerce Committee are divided. 

From the weight of evidence before us, it 
seems that S. 1197 intends to protect a minority 
at the expense of the majority. 

In conclusion, we feel it our duty to pass on 
a comment by one large shipper. “If all com- 
mon carriers don’t wise up and start to reverse 
the trend of rising rates, we'll be forced to in- 


crease our transportation facilities. This means 
all carriers will get less and less business in the 


future.” 
It seems that S. 1197 could kill the goose that 


lays the golden eggs. 


The Easy Way 


It always is gratifying to learn that some data 
published in these pages is put to good use. 
Such a comment was made to us some weeks 


ago. 
“Last year we introduced a new product,” 
this reader said. Its production was spread all 
over the plant—wherever there was an empty 
space. Not only was this inefficient, it bottle- 
necked the production of our standard products. 

“The demand for this product was growing. 
Under these conditions, we would have made 
plans to add a new wing to the plant. We had 
done this in the past. 

“This year our management was more cau- 
tious. First, a recession cloud hung over us. 
Next, we were selling this product only in one 
test area. What a national sales campaign would 
produce was unknown. And there were other 
reasons for holding up new building plans. 

“One day, during this time, I was trying to 
locate some data in my file copies of DISTRIBU- 
TION AGE. I came across an issue listing in- 
dustrial sites. Here, I thought, might be a solu- 
tion to our problem. 

“I made this suggestion to management: Let’s 
lease one of these ready-made buildings in our 
test area. Let’s do the manufacturing there. 
We'll break the bottleneck in our plant. We'll 
cut shipping costs. 

“Within two weeks we had a branch plant. 
This sure was an easy way to solve a tough 
problem—and for a minimum investment. And, 
unless management changes its mind, we'll do 
the same thing when we introduce this product 
in other markets.” 

This was good news. In this issue we in- 
clude an up-dated directory of industrial sites 
and parks. We hope it will prove helpful to 
many more readers. 
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“How many can we get for 
10 MILLION DOLLARS?” 
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NP is buying these 
freight cars for 


$10 million in 1961 


QUANTITY 
& TYPE 


248 
Box cars 
with roller 


DESCRIPTION 


, 


50 
15’ double 
door 


bearings 
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Mechanical = roller 
refrigerators bearings 
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refrigerators 
with damage- 

prevention 

equipment 
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roller 
bearings 
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“We just bought 15 
new Diesel-electric 
locomotive units 

last year!” 














NORTHERN 
PAC F #3 C.. - equipped 


to handle your freight! 








TO THE 
EDITOR 


LETTERS 


Humor Proves Point 








To The Editor: 

We always read your column with interest, but we are 
a little confused with the one in the April 8th issue, page 
16. 

If that boy got the company to invest $50,000 in a 
device which will save them $50.40 a day, roughly speak- 
ing, we would say it would take 1000 working days or 
about four years to amortize the cost. Figuring a normal 
return on $50,000 we can stretch this a bit further. 

That being the case, at the end of four years the con- 
tainers are either going to be outmoded due to change of 
product or in need of repair. Assuming that utilizing the 
bulk container is going to further require some other 
revisions, we can count on the actual cost being $50,000 
plus $5000 plus freight. 

I would say that traffic manager must have had an 
“in” with the container manufacturer, or we have missed 
something down the line. What do you think? 

Leo S. Petersen 
Petersen and Petersen, Inc., 
Fast Freight Service, 
Grand Island, Neb. 


Because of limited space we didn’t try to explain the 
savings. The point of this story was supposed to be humor- 
ous. But we are happy to supply some extra facts. 

Savings stated are only those supplied by the materials 
handling engineer. Our notes show they were based on 
batch loading, weighing, and travel from storage area to 
processing room. 

Other gains, for which no dollar savings were given, 
include: One row of containers stands at processing point, 
ready for use. Previous system employed smaller, non- 
shippable pallet bins, and required four round trips. More 
efficient storage. Pile of material used more floor space 
than similar quantity in containers. Greater space utiliza- 
tion (cube) possible by stacking two high. 

Also, material loss (floor sweepings) eliminated. While 
contamination of material was not a serious problem, 
containers eliminate this possibility. 

Another point of this story was that more than one 
man in a company can get the same idea. The assistant 
traffic manager learned from an article he read that 
containers can be used for batching. He assumed that 
there would be labor and storage savings. 

In addition, he mentioned some transportation benefits 
that would balance added tare: Mixed materials per car 
during off-peak season, lower material inventory, elimina- 
tion of demurrage charges. 

We intend to check this operation in about a year to 
see if expected gains have materialized—The Editor. 


Reader Scores Smykay 


To The Editor: 

In your March 1961 issue, I was somewhat chagrined 
to find that Professor Smykay has seemingly relegated all 
traffic managers to the limbo of “blind reliance on legal 
formalisms . .. primary dependence on rules and regula- 
tions . .. monstrous tariff files .. .” 

Having weathered this jeremiad and having wept at the 
bier of the “soon to be extinct” traffic manager, it came 
as a welcome antidote to read Mr. Stuart’s article on A 
New Approach to Budgeting Physical Distribution Ex- 
penses. 

Certainly, traffic manager Stuart is not ignoring the 
“hidden 5/6s.” 

Professor Smykay’s sweeping generalizations do no 
justice to the many “professionals” who are doing ex- 
cellent work in their field. 

E. F. Mundy, 


Director of Traffic 
National Biscuit Co., 
New York, New York 
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From start to finish, 
the New York Central will create your 
new plant with Operation Turnkey ! 


Whether your business is large or small, the Central’s “Operation 
Turnkey” will handle all your new plant problems — from helping 
arrange finances to handing you the key to your new front door. 
“Turnkey” services are described in a new sixteen page booklet 
just published by the Central. This booklet explains how every 
“Turnkey” arrangement is tailored to your company’s specific needs 


— from site location to terms of occupancy. It tells how “Turnkey” CENTRAL 
serves companies that don’t need a whole building — or who need to 

be near related industries. Send for this free booklet and find out how NUsYstem 7 
“Operation Turnkey” on the “Road to the Future” can be a giant 

step on your company’s road to the future. ROAD TO THE FUTURE 








Take that important step forward —send your name and address to: 0. W. Pongrace, Director of Industrial Development, 
Dept. "“N", New York Central, 466 Lexington Avenue, New York 17, N. Y. Ask for “Operation Turnkey” booklet. 
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By William N. Kinnard, Jr. 
and 
Zenon S. Malinowski 


School of Business Administration, 
University of Connecticut 


URING the sixties at least 
D 150,000 businesses are going 

to be forced to move. The 
cause: urban renewal projects in 
cities throughout the U. S. 

The businessman in an area 
marked for urban renewal is con- 
fronted with serious problems. He 
must find new quarters. Unlike the 
case of the operator who is volun- 
tarily seeking a new location, the 
timing of the move is out of his 
hands. 

In fact he usually is not looking 
for new space until the necessity 
is thrust upon him. When a busi- 
nessman about to be dislocated 
starts looking for a new location, 
he finds he is competing with others 
also being forced out of the rede- 
velopment area. He usually finds 
that the rent for available space is 
considerably higher than what he 
was paying — sometimes twice as 
much. 

This is partly due to the fact 
that he is moving from a blighted 
area. And, of course, owners of 
vacant and available land and com- 
mercial space in the city raise their 
rents in anticipation of business 
from dislocated firms. Available 
space is soon absorbed and the 
higher prices are paid as a short- 
age premium. 

Space requirements are a prob- 
lem too. While they may be small, 
in many instances they are very 
specific. They include street ex- 
posure, access to public transporta- 
tion, high levels of pedestrian traf- 
fic, proximity to concentrations of 
customers, etc. 

Since much urban renewal takes 
place in downtown shopping areas 
many dislocated businesses are con- 
centrated in activities usually as- 
sociated with such locations. So the 
owners of these businesses are look- 
ing for space in adjacent or nearby 
sections of the city. This causes 
an increase in demand for any va- 
cant space that may exist in imme- 
diately adjacent areas. 

Many businessmen refuse to be- 
lieve that redevelopment authorities 
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The big move in 


urban renewal 


Here is how to overcome the difficulties arising 


from forced relocations due to the highway pro- 


gram, what agencies and aids are available to you 


mean what they say. Consequently 
they are mentally unprepared for 
relocation when it is necessary. 
Often, they do not take advantage 
of offers for assistance from the 
redevelopment agency’s relocation 
staff. Nor do they take advantage 
of Small Business Administration 
facilities. Fortunately, ostriches in 
the business community are few. 

Many marginal firms go out of 
business when any significant jar 
such as relocation is felt. The near- 
ly 25 per cent of all firms that are 
required to relocate but don’t make 
it are not all hopeless cases. It is 
conservatively estimated that over 
one-third of the failures need not 
occur. 

The first thing the typical suc- 
cessfully relocated firm does is to 
take advantage of the assistance 
that is made available to him. Be- 
cause it is circumscribed by law 
and regulation, the assistance 
available through the local rede- 
velopment agency must be sought 
in prescribed forms and claims 
must be appropriately documented. 

A segment of the problem con- 
fronting the dislocated business- 
man, therefore, consists of main- 
taining his eligibility for the vari- 
ous forms of assistance potentially 
at his disposal. 

Editor's Note: This report is based on detailed 
analyses of the experience of businesses dis- 
located as a result of urban renewal projects in 
Hartford and New Haven, Conn. The report was 


published by the Small Business Administration, 
Washington, D.C. 
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Financial Aid 

Since passage of the Housing 
Act of 1956 it has been possible 
for local redevelopment agencies to 
offer financial assistance to dislo- 
cated firms. The assistance takes 
two forms. 

The legitimate moving expense 
of the firm will be paid. Personal 
property losses suffered as a result 
of the move are often compensable. 
Such things as dismantling, mov- 
ing, and reassembling of fixtures, 
or printing of new letterheads are 
personal property losses and will 
usually be reimbursed. 


Definite Limit 


A definite limit is set on the 
amount of such reimbursement 
which can be paid to any one firm. 
When the amendment was passed 
by Congress in 1956, the limit was 
$2000. In 1959 it was jacked to 
$3000. All claims for compensa- 
tion must be substantiated with re- 
ceipted bills and other written 
proofs of expenditure. In the case 
of losses of property claimed, an 
appraisal will probably have to be 
made by an outside expert. 
Anyone about to be dislocated 
should check with the local redevel- 
opment agency to learn local rules 
and regulations which affect him 
and payments to which he is en- 
titled. 

(Please Turn to Page 69) 








Here’s news of an industrial estate at Shannon Free Airport which has low-cost 


GIANT cargo airliner taxis 

up to the loading ramp of a 

factory to take on cargo. A 
few hundred yards away em- 
ployes from a factory on the edge 
of the airfield are loading tran- 
sistor radios from the plant di- 
rectly into another plane. Still 
further along at the same field a 
shipment of knitwear is waiting, 
and at the next plant fork-lift 
trucks stacked high with cartons 
of floor cleaning equipment are 
moving out to load. 

A project for 1970? No, this is 
Shannon Free Airport Industrial 
Estate, today. 

A new industrial concept, the 
first of its kind in the world, 
Shannon’s industrial estate is part 
of Ireland’s aggressive modern de- 
velopment program. 


Ireland Ahead 


As a recent UN Economic Sur- 
vey reported, “Ireland has prob- 
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Loading directly from plant to airliner at Shannon where 
factories for products like pianos and capacitors are sited 


Air-age firms find 


ably gone further than any other 
country in Western Europe in en- 
couraging export industries and 
in attracting private foreign capi- 
tal for this purpose.” So strong 
are the incentives offered by the 
Irish government that manufac- 
turers from all over the world are 
establishing plants there. 


New Industry 


During the last three 
more than one hundred new indus- 
tries have located in Ireland un- 
der the new development program. 
Encouraged and guided by the 
Irish Industrial Development Au- 
thority, a government agency set 
up for this purpose, new indus- 
tries are coming from the United 
States, Britain, Germany, Holland, 
France, Israel, Belgium, Canada, 
and Japan. They are making pi- 
anos, cranes, chewing gum, dry 
milk powder, cheese, ships, pen- 
cils, razor blades, clothing, chip- 


years 
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board, electronic components, gas- 
oline, plastics, paper, and a 
multitude of other products. 
The industries setting up at 
Shannon Free Airport are those 
that can use air freight efficiently, 
of course. At first glance air ship- 
ment of pianos would not appear 
to be practical. Actually the dis- 
tribution efficiency achieved by 
having the factory at the airfield, 
plus the difference in packing 
costs, makes up for the higher air 
shipping charges. Shipped by air, 
pianos can be packed in heavy 
containers; by ship 
wooden 


cardboard 
they require expensive 
boxes. 

Of all the possible locations in 
Ireland, Shannon offers the great- 
est tax exemption incentives. 
Here, export profits are free of 
all taxation until 1983. 

American,’ British, German, 
Dutch, Japanese, Rhodesian, and 
South African based industries are 
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Portion of Shannon Free Airport Industrial Estate where 
incoming materials, outgoing cargo are delivered at plants 


Greener crass 


transportation all year 


setting up manufacturing plants 
at the airport. Sony, Standard 
Pressed Steel, and LanaKnit are 
some of the well-known names al- 
ready in operation. Many more 
are in the planning stage. 

To the unique advantages of 
its geographical location is added 
the customs-free facility which 
has been a feature of Shannon 
Airport for more than a decade. 
The airport and its industrial zone 
are a separate customs-free area. 


No Inspection 


Products are brought into and 
out of this area from other coun- 
tries without any customs formali- 
ties. This complete elimination of 
all the time-consuming paper-work 
associated with customs proce- 
dures has obvious attractions. 
Manufacturing industries, free to 
import their materials without re- 
strictions or tariffs from any- 
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where in the world, and to export 
the final product to any country, 
as well as warehousing opera- 
tions, gain considerable efficiency 
through this facility. 

The government’s overall pro- 
gram designed to lure new indus- 
try to Ireland includes tax ex- 
exemption from income tax on 
export profits for 10 years, with a 
further reduced taxation for five 
additional years, and _ outright, 
non-repayable cash grants up to 
100 per cent of the cost of the 
factory building, up to 50 per 
cent of the cost of equipment, and 
up to 100 per cent of the cost of 
training workers. 

Other advantages include 
ple power, reasonable wage rates, 
preferential treatment for Irish- 
made products in many countries, 
and a plentiful supply of intelli- 
gent, English-speaking labor. 

The Airport Industrial Estate 
has more than tripled Shannon’s 


am- 
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Irish Transport Facts 


Railroads: One, government owned. 

Piggy-back: None. 

Transport regulatory body: None. 

Rail profits: None. 

Total vehicles 
46,570. 

Per cent of highway vehicles U.S. made: 
50 per cent. 

Vehicles licensed to haul trailers: 525. 

Irish flag steamships in foreign commerce: 


goods (includes trucks): 


Irish airlines in foreign commerce: 8, 6 
privately owned. 

Volume of freight carried via air: 10,352 
ton miles. 

Dust-free surface roads: 26,636 miles. 


Mechanical handling— 


Air: Extensively 

Rail: At main depots, stations for heavy 
traffic 

Truck: Occasionally 

Water: Extensively. 


Public warehouses: Statistics only on gov- 
ernment bonded warehouses 73. 





terminal freight in five years, and 
the total is expected to increase 
by 18 times this figure by 1965. 
Terminal freight at Shannon in- 
creased from 1,521,000 lb in 1955 
to 4,679,400 lb in 1960, with an 
anticipated increase to 27,698,000 
Ib by 1965. Transit freight at 
Shannon increased from 9,313,000 
Ib in 1948 to 46,200,000 in 1959. 

Carriers serving Shannon in- 
clude Aer Lingus/Aer Linte (Irish 
International Airlines), BOAC, 
Alitalia, K.L.M., Lufthansa, Pan 
American, Sabena, Swissair, 
Trans-Canada Airlines, T.W.A., 
Seaboard & Western, Overseas 
National, California - Hawaiian, 
and Flying Tiger. @ 


29 





By Allen F. Ebbers 


COMPANY in Cincinnati, Ohio, is saving ap- 

proximately $2000 a year in its bookcase de- 

partment by using a spiral slide chute in its 
old elevator shaft. 

Before the chute was installed it normally required 
six men nine hours to load a bookcase order into a 
freight car. Now it takes two men only five hours 
to accomplish the same amount of work. 

The Globe-Wernicke Co. plant covers more than a 
million square feet of floor space. It is comprised of 
two large divisions—steel and paper—which produce 
more than 4000 items for the office. 


Old Method 


The previous method of handling the metal book- 
cases was to place the bookcase cartons on small wheel 
dollies. These were sent from the third to the first 
floor in an elevator. This method required the use 
of six men, tied up dozens of dollies, and relied upon 
a serviceable elevator. 

Then the company purchased a one-half turn spiral 
slide chute and installed it in an elevator shaft near 
the third floor bookcase conveyor. 

The complete installation took five weeks. The first 
obstacle to remove was the elevator. It was jacked 
up to the fourth floor. A steel shaft was then in- 
stalled between the second and fourth floors to sup- 
port the chute. 

The entire slide had a total drop of 17 ft. The first 
straight slide section was 9 ft, 6 in. in length. It had 
a drop of 5 ft, 3 in. The one-half turn following the 
first slide section had a drop of 7 ft, 9 in. The last 
straight slide was 5 ft, 3 in. in length with a drop 
of 4 ft. From there the slide conveyor extended 
through a tin-clad fire door opening onto a roller 
conveyor. This roller conveyor is suspended 9 ft over 
the ground floor. It proceeds through an outside door 
into a freight car. 

Since the bookcases that were to be sent down the 


Fast Way 


Out for Bookcases 


A spiral chute in an unused 
elevator shaft has stepped up 
deliveries by one week and saves 


$2000 per year in indirect labor 


chute had a weight difference ranging from 20 to 60 
lb, the braking problem was difficult to solve. 

Three “retarder” brakes were tried before a suit- 
able one allowing the right amount of pressure was 
found. The present brake is a steel panel 6 ft by 
11% ft. It is suspended in the middle of the last 
straight slide near the end of the spiral turn. This 
brake operates by a simple pressure spring mechanism. 

A 6-ft herringbone brake section, located on the 
roller conveyor at the end of the spiral chute, also 
aids in decreasing speed. 


Preventing Jamming 


When the bookcases pass through the fire door 
opening on the first floor, they proceed down a 45 ft 
roller conveyor. This leads directly into the freight 
car. Five feet from the end of the slide chute open- 
ing on the first floor is a signal roller. It transmits 
a red flash to the loader on the third floor whenever 
a carton passes over it. When the line is jammed, 
the cartons are stranded on the signal roller. As a 
result, the light flashes. 

An intercom system links the loader and the 
receiver. It prevents jamming and helps to regulate 
the flow of bookcases. For example, when the re- 
ceiver in the car wants to switch the conveyor from 
back to front of the car, he calls the loader and tells 
him not to send any cartons down. 

The results of this installation have been encour- 
aging. Besides saving $2000 annually on indirect 
labor, it has moved the delivery date of bookcases 
up by one week. This faster delivery date has 
already been partially responsible for additional 
bookcase contracts. 

When the order is large enough to fill two box- 
cars, the first floor conveyor section can be extended 
through the first car into the second—thus eliminating 
time lost in switching rail cars. @ 
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The Pillsbury Company uses Hyster lift trucks 


mé@netrol speeds handling with Monotrol control for safe, rapid handling 


in their Hamilton, Ohio warehouse. 


for Pillsbury Mills — Drivers like the easy, natural coordination of 


0 Monotrol—with all driving functions foot con- 
trolled except steering. 


® = 7 Right foot Monotrol pedal controls power— 
cis 4 m  forward-reverse— Hystamatic transmission. Left 
foot controls brakes and truck inching. Hands 
are free for steering and load control. 
Safest, easiest trucks to drive. Quickest to service. 
Call your Hyster dealer or write for literature. 


INDUSTRIAL TRUCK DIVISION —Lift trucks, mobile cranes, straddle carriers 
TRACTOR EQUIPMENT DIVISION —Construction and logging equipment HYSTER COM PA NY 


MARTIN TRAILER DIVISION —Heavy machinery hauling trailers 
INDUSTRIAL TRUCK DIVISION 


INTERNATIONAL DIVISION — Overseas manufacturing, sales and service 
P.O.Box 847 . Danville, Illinois 


Factories: Portland, Oregon (Home Office) e Danville, Ill. « Peoria, Ill. e Kewanee, Ill. « 
Nijmegen, The Netherlands e Glasgow, Scotland e Sao Paulo, Brazil « Sydney, Australia (Licensee) ° 





» 


eT 2 AIRLINE Ss 
or Ru apetstssssseesessé Sm 


— 


Cd ae ae tr 
w707?3 — ee 


Emery Air Freight’s ““Blue Ribbon Service”’ is 
a top-quality airfreight service whose speed 
and reliability are used by more than 20,000 
shippers each month. 

To carry its airfreight, Emery selects the 


How finest jet service wherever offered. In the 


West, Emery reserves space on many of 
Id Continental Airlines’ Golden Jet flights. 

Ge: en Jets The Golden Jets’ outstanding record of 
on-time arrivals is one important reason for 

hk | E Emery’s choice. 
e Pp mery Another is that Continental ordinarily 
accepts cargo for the Golden Jets up to 45 
minutes before departure time. And space 


a 6 * 
maintain ifs may be reserved in specific flights—at no 


extra charge. 


° 
€ ‘B lue Ribbo: NEW GOLDEN JET ROUTE 


New Golden Jet cargo service has just been 
e bb | inaugurated between Houston, San Antonio, 
Service El Paso, Phoenix, and Los Angeles. Six 
Golden Jets daily between Los Angeles and 

Houston! 

Golden Jet 707’s offer fast, frequent service 
also between Chicago, Kansas City, Denver, 
and Los Angeles. Twelve jets daily between 
Chicago and Los Angeles! 


Have you some puzzling problems...specific ques- 
tions about airfreight service? We'd be glad to talk 
with you and try to solve them. Just call your local 
Continental Cargo Manager or write to Mr. Lee 
Slay, Director, Cargo Sales, Continental Airlines, 
Stapleton Field, Denver 7, Colorado. 


(comer ) CONTINENTAL AIRLINES 


MOST EXPERIENCED JETLINE IN THE WEST 


AIRFRE/GHT 
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Directory of Industrial Districts 


the nation's leading industrial parks, areas set aside 
for the planned development of industry. 

Now in its second edition, this directory is a valuable 
tool for traffic departments selecting sites for new plants 
and warehouses. It also serves the traffic manager in 
his effort to find plants that may be located in sprawling 
suburban areas. 

Parks described here are divided into three groups— 
over 100 acres, under 100 acres, and completely de- 
veloped. Because of space limitations, we were unable 
to give complete listing to all 700 districts in our sur- 
vey. Smaller centers and those with less than I0 per 
cent of their area occupied have brief listings. Similar 


Lire on the following pages by state and city are 


entries are made for parks which are completely oc- 
cupied. 

For each of the centers receiving an abbreviated 
listing DISTRIBUTION AGE has on file all of the in- 
formation that is shown in the directory for large dis- 
tricts. This is available to you by writing to the editor, 
DISTRIBUTION AGE, 56th & Chestnut Sts., Philadel- 
phia 39, Pa. 

Some of the letters in the code, which appears on 
Page 35, are followed by numbers. This means the num- 
ber of miles to that facility. T5 means five miles to the 
railroad passenger station. 

This year's survey revealed about the same number of 
districts but the size of the average district is larger. @ 





Vou can carve the Woet BEST in the 


PORT OF OAKLAND 
INDUSTRIAL PARK 


a = 


nt 


% More than 64 per cent of the population of the 11 western states is within an 
overnight rail or truck run from the Port of Oakland Industrial Park, 1,000 
acres next door to 17,500,000 people. 

And if your product is for the industrial market, your new location is within 
12 hours of the 10 standard metropolitan areas that include 7714 per cent of 
total western industry. 

You are adjacent to Metropolitan Oakland International Airport, Nimitz Free- 
way, transcontinental highways and railroads, and the prime deepwater harbor 
facilities of the Port of Oakland. First Choice sites are now available for long 
term lease. Port of Oakland Industrial Park is the home of the new Pacific 
Coast Wholesale Food Terminal, now under development, and the Edgewater 
Inn, new luxury hotel on the tract, with complete services, executive suites, 
meeting rooms, banquet and dining facilities. 


for information write or call Phil Wagner, Manager, Properties Department. 


PORT OF OAKLAND 


GROVE STREET PIER * OAKLAND 7, CALIFORNIA 
Higate 4-3188 
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The Directory 


Here broken down by city and state are the nation's industrial districts 


along with profiles of the types of businesses, personnel and transportation 


facilities and utilities available, plus information on the 


ALABAMA 


BIRMINGHAM 

Roberts Industrial District (118 A) 
OBILE 

Chickasaw Industrial District (125 A) 
Blakely Island Industrial District 906 
Olive St., St. Louis 1, Mo. Exec officer, 
N. A. Kirchoff. Acres occupied 400, avail- 
able 151. Lease & purchase. B, E, F, 
m nm, &, U0 mille, W,.%, ¥. Barge & 
deep water facilities. 


ARIZONA 


AVONDALE 
Westside Developers, Inc., PO Box 518. 
Exec officer, T. C. Rhodes. Acres oc- 
cupied 45, available 45. Purchase. C, E, 
L 1 mile, Q 1 mile, R, S, U 4 miles, V, 
Waite ay Sewer facilities. 


BENSON 
Benson Industrial Development Corp. 
Acres oc cupied 90, —— 90. Purchase. 
A, E, F, G, H, L, N, Q 1 mile, R, S, T 


Danes Find Ride Cool 


To stimulate interest in the Danish 
Food Fair in Aalborg, Denmark, 
that country filled a trailer with 
Danish food specialties and sent it 
on a tour of 14 American cities. 
The unit was temperately cooled by 
a Thermo King refrigeration pack. 
Another Danish trailer which toured 
Western Europe, was equipped with 
a similar unit 


1 mile, U 2 miles, W, X, Y 
gas line. 


High powered 


Cochise Development Company (200 A). 


ELOY 
Eloy Development Corp. (380 A) 


FLAGSTAFF 
Flagstaff Industrial Department (75 A) 


MESA 
Mesa Industrial Development Corp. (20 A) 


PHOENIX 

Freeway Industrial District, 727 Security 
Bldg. Exec officer, W. G. Peoples. Acres 
available 240. Lease & purchase. L 1 
mile, M 2 miles, N 1 mile, Q 1 mile, R, S, 
T 3 miles, U 10 miles, V, W, X, Y. 

M. P. W. Industrial Park, (Blk 1, 2, 3), 
PO Box 1032. Exec officer, D. Mardian. 
Acres occupied 25, available 335. Lease & 
purchase. A, C, E, F, G, H, L, M 2 miles, 
N 1 mile, Q 1 mile, R, S.P. Santa Fe, S 
T 2 miles, U 5 miles, W, X, Y. 


Pipeola Industrial District, 727 Security 
Bldg. Exec officer, W. G. Peoples. 12 units. 








THE CODE 


Incorporated 
Unincorporated 

Profit 

Non-Profit 

Light Manufacturing 
Heavy Manufacturing 
Public Warehouses 
Private Warehouses 
Restaurant Near Site 
Nearest Restaurant (Miles) 
Nearest Hotel (Miles) 
Nearest Motel (Miles) 
Secretarial Service 
Telephone Answering 
Nearest Bank (Miles) 
Rail Siding Available 
Trucking Service 

RR Passenger Station 
Nearest Airport (Miles) 
Local Transit 

Electric Power 

Gas by Pipe 

City Water 
Well Water 


N<XSF<CHYBOVOZE-XATA™M™oOZ>D 
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organization 


Acres occ myiee 120, available 90. Lease & 
purchase. F, H, L 3 miles, M 5 miles, N 
3 miles, Q 3 miles, R, S, T 5 miles, U 9 
miles, Ww, y oe 2 


Camelback Industrial District, 335 First 
National Bank Bldg. Exec officer, J. V. 
Jones. 13 =units. Acres occupied 91, 
available 525. Lease & purchase. A, C, 
E, G, H, L. 1 mile, M 2 miles, N 1 mile, 
Q 2 miles, R AT&SF Ry, S, T 2 miles, U 
8 miles, V, W, X, Y. 


TEMPE 
Bell Buttes Industrial District, 727 Secur- 
ity Bldg. Exec officer, W. G. Peoples. 2 
units. Acres occupied 14, available 466. 
Lease & purchase. E, Q 1 mile, 
R, S, T 1 mile, U 7 miles, V 1 mile, W, 
r =e 4 


Normal Junction Industrial District (113 
A) 


TUCSON 
Downtown Airport Industrial District, 
3202 S. Park Ave. Exec officer, Les Kohl. 
8 units. Acres occupied 20, available 342. 
Purchase. Space for rent. B, E, F, H, 
Please Turn Page 


Loads 600 Barrels Per Hour 


Cement under pressure that simu- 
lates “sand-blasting” travels through 
a special hose from a storage silo to 
cement barges at Green Bag Cement 
Co., Neville Island, Pittsburgh. B. F. 
Goodrich developed the hose, called 
Convertapipe, to withstand abrasion 
and heat that would reduce solid rock 
to a powder 
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Continued from Preceding Page 


mile, N 1 mile, O, P, 


1 
, S, T 2 miles, U 
am 8 


landing strips on 
Industrial Subdivision, 
Exec officer, A. N. 
units. Acres occupied 51, 
Lease & purchase. Space for 
C, E, F, G, K, M 4 miles, N 1 
P,Q1 mile, R. S T 4 miles, 
v; Wak oe 


Freeway 
Prince Rd. 


Tucson Industrial Districts 
105 Arizona Land Title Bldg. 
K. G. Dixon. 10 units. Acres 
54, available 584. Purchase. 
rent. C, E, F, G, L 1 mile, 

1 mile, P, R, S, T 2 miles, U 
X, Y. ‘Additional 1000 acres 

not developed. 


ARKANSAS 


BLYTHEVILLE 
Industrial Site 


CAMDEN 
Industrial Acreage (94 


FT. SMITH 
Ft. Smith Industrial Park, 
Exec officer, A. Kirchoff. 
Acres occupied 104, available 
chase. B, E, H, L 1 mile, M 3 
1 mile, Q 1 mile, R, S, T 4 m 
miles, W, X, Y¥ 


JACKSONVILLE 

Pulaski Industrial Park, John 
Co., PO Box 1098, Little 
Exec officer, J. Matthews. 7 
occupied 400, available 600 

chase. Space for rent } a 2 
I, 1 mile, M 1 mile, N 1 
mile, R, S, T 18 miles, U 18 
a 2 oe 


Clarkland 


Camden 


JONESBORO 
St. Louis Southwestern 
age (110 A) 


LITTLE ROCK 
Little 
Bidg. Exec officer, E. 
Acres occupied 175, 
& purchase. A, C, E, H, 
2 miles, Q on property, R, 
& miles, V, W, X, Y. 


cilities, 


Tucker, Jr 


K, M7 
a FT 


PINE BLUFF 


Pine Bluff Industrial 


CALIFORNIA 


ANAHEIM 
Southern Pacific Industrial 
Market St., San Francisco, 
officer, W. G. Peoples. 
eccupied 92, available 158. 
chase. E, H, L 1 mile, N, O, 
mile, R SP, S PMT, T, U, W, 


BREA 
Brea Industrial 
Exec officer, A. W. Studebaker 
Acres occupied 100, 
& purchase. B, D, E, F, H, 
miles, N 1 mile, R, 
“, moe 
BUENA PARK 
Southern Pacific Industrial 
Market St., San Francisco, 
officer, W. G. Peoples. 2 
occupied . available 510. 
chase. E, L. 1 mile, N, O, P, 
R SP, S PMT. . eM Oe ee 


CHICO 
Chico Municipai Airport (500 A) 


CORONA 
Santa Fe Land Improvement Co 


CORTE MADERA 
Fifer Industrial Park (33 A) 


CUCAMONGA 


Santa Fe Land Improvement Co. 


FONTANA 
Santa Fe Land Improvement Co. 


(Five 
Exec 


(73 A) 


Industrial 


Rock Industrial District, 17 


available 450. 


Park. 401 So. Br 
available 750. 
L, 1 mile, 
8S, T 4 miles, U 


Q 1 mile, 
on property, V, W, 


property 


1902 W 
Pack. 2 


available 68 


rent. A, 
mile, O, 


U adjoinin 4 


sites), 
officer, 
occupied 


Space for 
M 1 
2 miles, W, 
available but 


mile. N 


A) 


100 Garrison 


1 unit 


252. Pur- 


miles, N 
iles, V 2 


Matthews 

Rock, Ark 

units. 

Lease & pur- 
E 


Acres 


G, H, 


mile, O, P,Q 1 
miles, } 


Acre- 


80 Tower 
20 units 
Lease 
miles, N 
miles, U 


Storm drainage fa- 


Acreage (46 A) 


District, 65 
Calif. 
8 units. 
Lease & 


Exec 
Acres 
pur- 
P, Q 1 


} / # 


a Bvd 
39 units 
Lease 
M 3 


3 miles, 


District, 65 
Calif. 
units. 
Lease & 
Q 1 mile, 


Exec 
Acres 
pur- 


(294 A) 


(56 A) 
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FREMONT 
Southern Pacific Industrial 
Market St., San Francisco, Calif. 
officer, W. G. Peoples. 2 ton ag Acres 
occupied 68, available 511. Lease & pur- 
chase. F, L, N, Q 3 miles, R, S, U 1 
mile, W, X, Y. 


ee, 65 
Exec 


FRESNO 

Calwa Industrial Properties, 2650 Tulare 
St. Exec officer, E. J. Oslund. 2 units. 
Acres occupied 85, available 72. Lease 
& purchase. A, C, E, F, K, M 5 miles, N 
1 mile, O, P, Q 5 miles, R (ATSF), S SFe 
Trans. Co., T 4 miles, U 10 miles, V, W 
ole ef 


Fresno Industrial Sites Foundation, PO 
Box 1469. Exec officer, L. S. Weber. 21 
units. Acres occupied 195, available 30. 
Lease & purchase. D, F, H, K, M 3 miles, 
N 1 mile, O, Q 1 mile, R, S, 2 3 miles, U 7 
miles, V, W, X, ¥. 24 hour fire station 
on property 


FULLERTON 

Southern Pacific Industrial District (98 A) 
Southeast Industrial Park, City Hall. 
Exec officer, H. Hiltscher. 85 units. Acres 
occupied 700, available 250. Lease & pur- 
chase. Space for rent. A, E, F, 

mile, O, P, Q 1 mile, R Santa Fe 

iW, a 


HAWTHORNE 
Santa Fe Land Improvement Co., 121 E. 
Sixth St., Los Angeles 14. Exec officer 
E. H. Farrar. 5 units. Acres occupied 42, 
available 56. Purchase. A, C, E, H, K, M 
3 miles, N 3 miles, Q 3 miles, R Santa Fe, 
S, U 4 miles, W, X, Y 


HAYWARD 
Pauley-Herziger Industrial Park, 300 W. 
Estudillo, San Leandro, Calif Exec of- 
ficer, C. Mason. 4 units. Acres occupied 
100, available 60 Lease & purchase 
Space for rent. C, E, F, G, H, L 1 mile, 
N 2 miles, O, P, Q 1 mile, R, S, T 5 miles, 
U 1 mile, V, W, X, Y. 


HUNTINGTON BEACH 
Freeway Industrial Park, 1623 W. 17th, 
Santa Ana, Calif. Exec officer, J. A. 
Murdy, Jr 1 unit. Acres occupied 38, 
available 200 Lease & purchase. A, C, 
E, G, H, K, L, N 1 mile, Q 1 mile, R SP, 
S, U 5 miles, V, W, X, Y. 


LA MIRADA 
Central Manufacturing District, Inc 
A) 


(268 


LIVERMORE 


Southern Pacific Industrial District (252 
A) 
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LOS ANGELES 
Southern Pacific Industrial 
Market St., San Francisco, 
officer, W. G. Peoples. 8 units. Acres 
occupied 74, available 76. Lease & pur- 
chase. E, F, H, L. 1 mile, N 1 mile, O, P, 
Q 2 miles, R PE, S PMT, T, U, V 


District, 65 
Calif. Exec 


Southern Pacific Industrial District (86 A) 


MARYSVILLE 
Yuba County Industrial Tract (85 A) 


MODESTO 
Beard Industrial District, PO Box 561. 
Exec officer, J. B. Beard. 30 units. Acres 
occupied 250, available 1000. Lease & 
purchase. Space for rent. A, E, F, G, 
H, K, L, M, N, O, P, Q 1 mile, R, S, U 1 
mile, W, X, Y, Z. 


Tidewater Southern Railway Co. Indus- 
trial Tract, 526 Mission St., San Fran- 
cisco, Calif. Exec officer, F. B. Stratton. 
1 unit. Acres occupied 38, available 188. 
Lease & purchase. A, E, G, H, L. 1 mile, 
M, N 1 mile, R, S, T 1 mile, U 2 miles, 
yo 


NEWARK 
Southern Pacific Industrial 
Market St., San Francisco, Calif. 
officer W. G. Peoples. 8 units. 
occupied 173, available 58. Leas 
chase. E, F, L, N, Q 1 mile, R, 
miles, W, X, Y. 


OAKLAND 
Port of Oakland Industrial Park, Grove 
Street Pier. Exec officer, P. Wagner. 5 
units. Acres occupied 88, 37 


District, 65 
i Exec 
Acres 


available 237. 


owned, E, F, G, H, K, M, 
5. miles, U, V, W, 2a. 2 


Lease. Public 

O, Q 1 mile, S, T 
ONTARIO 

Industrial Park (2000 A) 

ORANGE 

Improvement Co. (72 A) 

Industrial District (44 A) 


Ontario 


Santa Fe Land 
Southern Pacific 
PETALUMA 
North San Francisco Bay Industrial Park 

(38 <A) 


PITTSBURG 
Industrial Tract (400 A) 


POMONA 
Research & 


Nichols-Brose 


Pomona Valley Development 


Center (231 A) 


REDDING 
Covington Industrial Park (147 A) 

REDLANDS 
Industri-Park of Redlands, PO 
Exec officer, J. C. Ferrall. 2 units. Acres 
occupied 90, available 85. Lease & pur- 
chase. Space for rent. C, E, L, M, N, O, 
P, Q, R, S, U 6 miles, V, W, X, Y. 

Please Turn to Page 38 


Box 53. 
























































Got a shipment going hundreds of miles? Get it out 
by 9 A.M....it arrives the same day! Got a shipment 
going about 50 miles? Ship it out around 9 A.M.... 
it’s there by noon! 


Whatever the destination of your shipment, chances 
are, a Greyhound is going there anyway...right to 
the center of town. Greyhound travels over a million 
miles a day! No other public transportation goes to 
so many places—so often. 

You can ship anytime. Your packages go on regular 
Greyhound passenger buses. Greyhound Package 
Express operates twenty-four hours a day...seven 
days a week...including weekends and holidays. 
What’s more, you can send C.O.D., Collect, Prepaid 

..or open a charge account. 


| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
L 














CALL YOUR LOCAL GREYHOUND 
BUS TERMINAL TODAY...OR MAIL 
THIS CONVENIENT COUPON TO: 


GREYHOUND PACKAGE EXPRESS 
Dept. G4, 140 Dearborn St., Chicago 3, Illinois 
Gentlemen: Please send us complete information on Greyhound 


Package Express service... including rates and routes. We 
understand that our company assumes no cost or obligation. 
NAME_ ; acca Bi ee 
COMPANY sedi instal eaailnsstaial 
ADDRESS___ —_— PHONE 


AONE__STATE.._._. 











ho ees eaeu ane aus ee aaa 





IT’S THERE IN HOURS...AND COSTS YOU LESS! 


DISTRIBUTION AGE, 


JULY 1961 


37 





The Directory... 


Continued from Page 36 


RICHMOND 
Galvin Industrial Park (66 A) 


Santa Fe Land Improvement Co., 121 E. 
Sixth St., Los Angeles 14. Exec officer, 
E. H. Farrar. 5 units. Acres occupied 
41, available 97. Purchase. A, C, E, F, 
H, 'L, ~ -2 R Santa Fe, S, T, U 11 miles, 
W, X, 


RIVERSIDE 

Presidential Industrial Park, Riverside 
Board of Realtors. Exec officer, Mrs. 
Alice Wilson. 1 unit. Acres occupied 15, 
available 180. Purchase. B, E, F, K, L 1 
mile, M 1 mile, N 1 mile, Oo, P, Q 1 mile, 
R Santa Fe, S, T 5 miles, U 3 miles, V 1 
mile, W, X, ¥ 


Hunter Park, Riverside Board of Realtors. 
Exec officer, Mrs. Alice Wilson. 5 units. 
Acres occupied 130, available 500. Lease 
& purchase. A, E, F, K, L 1 mile, M 1 
mile, N 1 mile, O, P, Q 1 mile, R Santa 
Fe UP SP, S, T 3 miles, U 11 miles, V 2 
miles, W, X, x. 


Airport Industrial Properties, Riverside 
Board of Realtors. Exec officer, Mrs. 
Alice Wilson. 5 units. Acres occupied 
70, available 700. Lease & purchase. B, 
> F, K, L. 1 mile, M 1 mile, N 1 mile, O, 

Q 1 mile, R UP, S, T 5 miles, U 1 mile, 
v 1 mile, W, X, Y. 


4 ROHNERT PARK 
Rohnert Park Industrial Center, PO Box 
272, Cotati. Exec officer, P. Golis. 6 
units Acres occupied 30, available 200. 
Lease & purchase. Space for rent. A, 
E, K, L. 7 miles, M 5 _—, N 4 miles, O, 
P, Q 2 miles, R NWP, U 8 miles, V, W, 
_—. = 

SAN DIEGO 
City Industrial Park, 273 Civic Center. 
Exec officer, J. R. Jensen. 4 units. Acres 
occupied 45, available 320. Lease & pur- 
chase. D, E, L 1 mile, N 1 mile, U ad- 
jacent, W, X, Y. Paved streets. 


SAN MATEO 

Crocker Industrial Park, 660 Market St., 
San Francisco. Exec officer, W. F. Mor- 
ton. 10 units. Acres occupied 41, 

able 104. Lease. A, C, E, H, L 3 miles, 
M 8 miles, N 5 miles, Q 5 miles, R, S, T 5 
miles, U 8 miles, V, W, X, Y. Storm & 
sanitary sewers. 


SANTA ANA 
Santa Fe Land Improvement Co., 121 E. 
Sixth St., Los Angeles 14. Exec officer, 
E. H. Farrar. 6 units. Acres occupied 
15, available 218. Purchase. A, C, E, 
L, N, Q, R Santa Fe, S, T 2 miles, U 47 
miles, W, X, Y. 


Southern Pacific Industrial District (71 A) 


SANTA CLARA 
Southern Pacific Industrial District (264 
SANTA FE SPRINGS 
Southern Pacific Industrial District (49 A) 


STOCKTON 
Santa Fe Land Improvement Co., 121 E. 
Sixth St., Los Angeles 14. Exec officer, 
E. H. Farrar. 2 units. Acres occupied 
37, available 682. Purchase. A, C, E, H, 
L, N, Q, R Santa Fe, S, T 5 miles, U 4 
miles, W, X, Y. 
Port of Stockton, PO Box 2089. 
officer, E. E. Ferrari. 6 units. Acres oc- 
cupied 300, available 160. Lease. Space 
for rent. A, C, E, F, G, K, L 2 miles, 
M 2 miles, N 2 miles, Q 2 miles, R Santa 
Fe SP WP, S, T 2 miles, U 5 miles, V, 
Wome co 

SUNNYVALE 
Duane Industrial Park (11 A) 
Lafferty Industrial Center (20 A) 
Pursley Industrial Park (30 A) 
Southern Pacific Industrial District (274 
A) 


Exec 


Sunnyvale Industrial Park, 1210 Mt View 
Alviso Rd. Exec officer, E. F. Alaimo. 
16 units. Acres occupied 30, available 
170. Lease & purchase. Space for rent. 
E, F, G, H, K, N, 3 miles, O, P, Q 3 
miles, S, U 12 miles, W, X, Y. 
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TORRANCE 

Chanslor-Western Oil and Development 
Co., 121 E. Sixth St., Los Angeles 14. 
Exec officer, E. H. Farrar. 14 units. 
Acres occupied 170, —_ 319. Pur- 
chase. A, C, E, H, K, N, Q, R Santa Fe, 
S, U 10 miles, W, X, Y. 
Torrance Industrial Zone, 3031 Torrance 
Blvd. Exec officer, G. W. Stevens. 250 
units. Acres occupied 1000, available 500. 
Lease & purchase. Space for rent. A, E, 
F, H, K, L. 1 mile, N 3 miles, 0, Pr. a3 
miles, R, 8, U 2 miles, V, W, X, Y. 


TURLOCK 
Tidewater Southern Railway Co. Indus- 
trial Tract (76 A) 


UNION CITY 
Central Bay Industrial District, 526 Mis- 
sion St., San Francisco. Exec officer, 
we Stratton. 2 units. Acres occupied 
40, available 400. Lease & purchase. C, 
E, H, L 1 mile, N 1 mile, Q 1 mile, R, 
S. T 2 miles, U 4 miles, W, X, Y, Z. 
Southern Pacific Industrial District (222 
A) 
VINA VISTA-KAISER 

Southern Pacific Industrial District (758 
A) 


VISALIA 


Visalia Industrial Park, 106 S. Court St. 
Exec officer, J. i. Davis. 6 units. Acres 
occupied 60, available 120. Purchase. Cc, 
E, Ll mile, M 3 miles, N 5 miles, Q 5 
miles, R, S, T 1 mile, U 1 mile, W, X, Z. 


WOODLAND 
Southern Pacific Industrial District (104 A) 


COLORADO 


BOULDER 
C & S Industrial District (40 A) 


BLOOMFIELD 
Jefferson County Airport Industrial Park, 
10200 W. 20th Ave. Exec officer, R. B. 
Cormack. 3 units. Acres occupied 325, 
available 1100. Lease & purchase. Space 
for rent. County owned, E, G, H, K, M, 
N 2 miles, Q 10 miles, R, S, U, V, W, 
x, 3, 

CANON CITY 
Canon City Area Development Founda- 
tion (165 A) 





THE CODE 


Incorporated 
Unincorporated 

Profit 

Non-Profit 
Light Manufacturing 
Heavy Manufacturing 
Public Warehouses 
Private Warehouses 
Restaurant Near Site 
Nearest Restaurant (Miles) 
Nearest Hotel (Miles) 
Nearest Motel (Miles) 
Secretarial Service 
Telephone Answering 
Nearest Bank (Miles) 
Rail Siding Available 
Trucking Service 

RR Passenger Station 
Nearest Airport (Miles) 
Local Transit 

Electric Power 

Gas by Pipe 

City Water 
Well Water 


HN ee Hab yy Hey thy 


N<XE<CHYROVOZE ATA MNON®yD 





JULY 


1961 


COLORADO SPRINGS 
Pikes Peak Industrial Park, 112% E. 
Pikes Peak Ave. Exec officer, W. E. 
Carraway. 1 unit. Acres occupied ““ 
available 180. Purchase. A, D, E 
mile, M 3 miles, N 1 mile, O, P, Q 3 
miles, R, S, T 3 miles, U 9 ‘miles, Ww, X, 


Roswell Industrial District (70 A) 


DENVER 
Airlawn Industrial District, 100 La Salle 
Station, Chicago 5, Ill. Exec officer, P. 
J. Schmidt. 4 units. Acres occupied 36, 
available 120. Lease & ——- A <<. 
BG, 8 a ine, @ 2. &. Fv. 
Blakeland Industrial Ma tog 1531 Stout 
St. Exec officer, R. C. Cauness. Acres 
occupied 480, available 300. Lease & pur- 
chase. B, Cc E, G, H, K, M 3 miles, N 3 
miles, Q 3 miles, R. S. T 3 miles, U 10 
miles, W, X, Y. 
Sandown Industrial District (46 A) 


GREELEY 
Greater Greeley Improvement Co. (35 A) 


LAMAR 
Great Lamar Improvement Co., Inc. (40 
A) 


LITTLETON 
Santa Fe Industrial District (430 A) 


PUEBLO 


Pueblo Industrial Development Corp., PO 
Box 697. Exec officer, C. L. Thomson. 3 
units. Acres occupied 3, available 810. 
Lease. E, H, K, M 4 miles, O, P, Q 5 
milion, KR, 8, T, U,V, W, a os 2 
Santa Fe Industrial District (35 A) 


CONNECTICUT 


DANBURY 
Danbury Industrial Park (67 A) 


HARTFORD 
Brainard Industrial Park, 170 Sizourney 
St. Exec officer, J. E. Hayes. 6 units. 
Acres occupied 32, available 125. Lease 
& purchase. B, C, E, H, K, N adjacent, 
R, S, T 2 miles, U adjacent, V, W, X, Y 
WINDSOR 
Windsor Industrial Park (36 A) 


DISTRICT OF COLUMBIA 


WASHINGTON 
United Industria] District (40 A) 


FLORIDA 


BOCA RATON 
Leeside Industrial Center (8 A) 


CLEARWATER 
Clearwater Industrial Park (123 A) 


JACKSONVILLE 
Lane Avenue Industrial Subdivision (320 
A) 
New Kings Road Industrial Subdivision 
(53 A) 
D. H. Overmyer Warehouse Co. (11 A) 
Wesjay Development, 1117 Fla Title Bldg. 
Exec officer, L. Wedekind. 7 units. Acres 
occupied 23, available 177. Lease & pur- 
chase. Space for rent. A, E, H, L. 1 mile, 
M 5 miles, N 1 mile, P, 3 miles, R 
ACL, 8S, T 5 miles, U 12 miles, W, X, Y. 

LAKELAND 

Lakeland Industrial Park, Atlantic Coast 
Line RR Co., Jacksonville 2. Exec officer, 
R. P. Jobb. 3 units. Acres occupied 30, 
available 80. Purchase. D, E, H, R, §S, 
3. 


ORLANDO 
Fairvilla Industrial Park (95 A) 
Lake Holden Industrial Park (100 A) 


ST. PETERSBURG 
Joe’s Creek Industrial’ Park (100 A) 


SARASOTA 
DeSoto Industrial Park, Tallavast Road 
& Seaboord RR. Exec officer, 
Schwind. 1 unit. Acres occupied 82, 
available 60. Lease & purchase. A, 
BE, L 1 mile, N 1 mile, R, 8S, T 1 Wry 
U 1 mile, W, Z. 
Please Turn to Page 40 
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DISTRIBUTION AGE, 


on Microwave 


On a new controlled orbit, transportation facts now fly 
over the earth aboard U.P.’s own microwave system. 


Facts about your shipments, the moving trains, and 
the myriad data that make this railroad run right, 
flash along one of the world’s largest private com- 
munication systems. 


Feeding directly in and out of the Union Pacific head- 
quarters building, the microwave beams through the 
West. Union Pacific customers are given the best of 
today’s wizardry in transportation, whether on the 
rails or through communications. 

When any of the repeater stations is asked in code 
about interference or transmission, ingenious devices 
answer at once. Microwave’s faster pace, and larger 
capacity, are kept continuously performing ‘‘on 
command.” 

You can be sure that when your shipments go Union 
Pacific, you are sharing the most advanced trans- 
portation it is possible to provide. Your shipping is 
our business, and we strive to do it well. 


UNION 
PACIFIC Railroad 


Omaha 2, Nebraska 


JULY 1961 





U. S. Map of Industrial Districts — Dot equals site of 100 acres or more. 
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TAMPA Exec. officer, R. Varner. 10 units. Acres 
Frank Adamo Drive Industrial Park (130 occupied 585, available 58. Lease & pur- 
A) chase. Space for rent B, E, G, H, K, M 
D. H. Overmyer Warehouse Co. (22 A) tums Clee oe Se 
Tampa Industrial Park, PO Box 420 . 5 miles, V, X, ¥ 
Exec officer, A. R. Timberman, Jr. 9 
inits. Acres occupied 550, available 450. SAVANNAH 
Purchase. D, E, L 1 mile, M 10 miles, Plaza Industrial Park, Inc. (83 A) 


N 4 miles, Q 1 mile, R, S, T 10 miles, Save ah istrict rity (75 J 
U 10 miles, W. XYZ. Savannah District Authority (75 A) 
WAYCROSS 


GEORGIA Waycross Air Base, PO Drawer 198. Exec 

officer, J. Harrison. 6 units. Acres oc- 
cupied 100, available 500. Lease & pur- 

ATLANTA chase. D, E, F, L 2 miles, M, N 1 mile, 

Fulton County Industrial District 7 O, P, Q 1 mile, R ACL, S Ryder, T 2 

inits. Acres occupied 300, available 600 miles, U 1 mile, V, W, Z. 

Purchase. D, E, FB, H, K, N, R, S, U, 

Ww, me Be 


D. H. Overmyer Warehouse Co. (16 A) 
HAWAII 


AUGUSTA 
Miracle Mile Industrial Park, Committee HONOLULU 


f i100, Inc. Exec officer, Allen H. Doug- Airport Industrial Park (135 A) 

las 2 units. Acres occupied 62, avail- ‘ : 
able 310. Lease & purchase. B, C, H, E, Campbell Industrial Park, 828 Fort St 
*. L 1_mile, M 4 miles, N 2 miles, Q 3 Exec officer, W. H. McVay. 18 units 
s, R, S T 4 miles, U 1 mile, V, W, Acres occupied 530, available 900. Lease 
Z. C, E, F, K, M 22 miles, Q 6 miles, S 

i’ 17 miles, W, Y 

DALTON 


Whitfield Industrial Park, Inc. (160 A) 
DECATUR IDAHO 


Ponce de Leon Industrial District, PO 

Box 648. Exec officer, A. W. Broome. cing 
32 units. Acres occupied 370, available 
540. Purchase. Space for rent. C, E, H 
K, M 2 miles, N 3 miles, Q 2 miles, R, 8’ NAMPA 

T 3 miles, U 18 miles, W, X, Y. Nampa Industrial Corp. (45 A) 


MARIETTA TWIN FALLS 
Cobb Industrial Park, C & S Realty Corp. Twin Falls Industrial Park (64 A) 


3oise Industrial Sites (200 A) 


40 DISTRIBUTION AGE, JULY 1961 


—Based on 1960 Survey 


ILLINOIS 


ALSIP 
Alsip Industrial District, 150-38 Northern 
Blvd., Flushing, N. Y. Exec officer, J. 
Rubenfeld. 2 units. Acres occupied 322, 
available 216. Lease & purchase. 4 
F, L 1 mile, N 1 mile, Q 1 mile, R, 
miles, U 8 miles, V, W, X, Y. 
Cal-Sag Industrial Sites, New York 
Central R.R., Room 527, LaSalle St. Sta- 
tion, Chicago 5, Ill. Exec officer, H. W 
Coffman. 1 unit. Acres occupied 41, avail- 
able 600. Purchase. C, E, F, H, L 1 mile, 
N, Q 2 miles, R IHB, 8S, U 5 miles, V, 
Wes he 


AURORA 
Montgomery Industrial District, 547 W 
Jackson, Chicago, Ill. Exec officer, O. O. 
Waggener. 1 unit. Acres occupied 50, 
available 500. Lease & purchase. Railroad 
owned, F, K, L, M, N, O, P, Q, R CB&Q, 
S. T i mie, DU FT miles, VV, W:. ms &- 
Storm & sanitary sewer service installed 


BRIDGEVIEW 
Bridgeview Industrial Sites, New York 
Central R.R., Room 527, LaSalle St. Sta- 
tion, Chicago 5 Exec officer, H. W 
Coffman, 1 unit. Acres occupied 38, avail- 
able 270. Purchase. C, E, F, H, L 1 mile, 
N 1 mile, R IHB, S, U 5 miles, W, X, 
Y, Z 

BROADVIEW 
Broadview Industrial Center (60 A) 


CARPENTERSVILLE 
Meadowdale Industrial Park, Leonard W 
tesinger Associates. Exec officer, W. G. 
Fleischhauer. 4 units. Acres occupied 35, 
available 250. Lease & purchase. Space 
for rent. C, E, F, L 2 miles, N 2 miles, 
P @ 3 mile, 3, 3, U, ¥, W. & F 

CENTRALIA 
Centralia Industrial Park, 107 S. Locust. 
Exec officer, B. Ober. 1 unit. Acres oc- 
cupied 10, available 100. Lease & pur- 
Please Turn to Page 42 





can | eut 
over-all 


distribution 
costs?” 


It’s a timely question, and we may well have 
the answer. 


How about transportation? Have you checked 
recently to see if Seaboard’s modern freight 
facilities can reduce the tab you pick up on 
shipments in or out of your territory? 


We like to figure with a sharp pencil, too. Let’s 
talk over commodity, carload and multiple-car 
rates, specialized rail equipment, Piggyback. Get 
acquainted with railroad dependability and 
Seaboard’s helpful, friendly service that follows 
through from first to last. Please call your 

nearest Seaboard representative. 


AIR LINE 
Growing fast! Seaboard’s R a i L R oC a QO 
Piggyback service in the Southeast 
and between North and South. 


THE. ROUTE. OF COURTEOUS SERVICE 
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MELROSE PARK 
Industrial District 
MILAN 
Park (32 A) 
MOLINE 
Rock River Industrial Park (63 A) 
MOMENCE 
Industrial District 
MT. PROSPECT 
Prospect Industrial Park (75 A) 
NAPERVILLE 
CB&Q Industrial Park (471 A) 
NORTHLAKE 
Industrial District, 400 
Chicago 6. Exec officer, G 


units Acres 
Purchase. C, E, F, H, L 


chase. A, E, L 1 mile, M 2 miles, N 1 
mile, O. P. Q 1 mile, R, S, T 2 miles, 
U 2 Ws me & 


Anderson (80 A) 


l' 2 miles, 


CHICAGO 
Central Manufacturing District, 38 §S 
Dearborn St. Exec officer J. F. Donovan 
Acres occupied 900, available 118. Lease 
& purchase. Space for rent. C, E, F, H, 
K, M 1 mile, Q 1 mile, R, S, W, X, Y 
Private streets. 


Milan Industrial 


Momence (70 A) 


GALESBURG 
Industrial Property (S81 A) Mt 


Santa Fe 
HODGKINS 

Industrial District, 80 E. Jack- 
son Bivd., Chicago 4. Exec officer, G. W 
Cox. 3 units. Acres occupied 315, avail- 
ible 300. Lease & purchase. A, C, E, F, Northlake 
G, H, L_1 mile, N 2 miles, Q 2 miles, Madison St., 
R AT&SF, S, T 1 mile, U 5 miles, V, Cermak. 

"; 2 Be available 


Santa Fe 


150 


Group members, wives, and guests attended the annual luncheon of Affiliated 


Warehouse Companies. The event was held in the Denver-Hilton Hotel 


occupied 185, 


1 


connection with the Eighth Annual Meeting of Affiliated. Walter P. Taylor 


is the president 


Flatear for Steel Bars 


A newly designed flatcar for ship- 
ping cold finished steel bars has re- 
sulted in savings in time and money. 
Designed and built in the Wabash 
Railroad shops, it is being used to 
haul bars from the Bliss & Laughlin 
Harvey, Ill, plant to the Emerson 
Electric Co. plant at Paragould, Ark. 
The car has a series of cradles bolted 
to the deck into which the bars are 
fitted. The bars are wrapped in 
waterproof material 


DISTRIBUTION AGE, JULY 
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1961 


mile, M 5 miles, N z miles, O, P, Q 
mile, R, S, T 2 miles, U 4 miles, V, W, 


x, 
INDIANA 


ELKHART 
East Side Industrial Park (140 A) 
EVANSVILLE 
East Industrial District (500 A) 
Gatewood Industrial Park (23 A) 
Harwood Industrial District (600 A) 
Mid-Town Industrial Park (22 A) 
Northeast Industrial District (1000 A) 
Stockwell Industrial Park (60 A) 
GARY 
Gary Industrial District (75 A) 
Gary Industrial Foundation, Inc., PO Box 
578. Exec officer, S. A. Harrison. 1 unit. 
Acres occupied 32, available 123. Lease & 
purchase. D, E, L 3 miles, M 3 miles, 
Q 3 miles, R THB, S, T 3 miles, U 3 miles, 
W, Y. Sanitary sewer available. 
GREENSBURG 
Greensburg Industrial District, 208 E. 
Main St. Exec officer, O. W. Pongrace. 
3 units. Acres occupied 30, available 144. 
Purchase. A, , F, H, K, M 1 mile, N 
Please Turn to Page 44 


SAM Gives MH Award 


The 1961 Material Handling Award 
of the Society for the Advancement 
of Management is presented to 
Charles S. Schroeder (center), he 
recently retired as director of re- 
search for Yale and Towne, by War- 
ren J. King—the Society’s vice presi- 
dent for material handling. Looking 
on is President James E. Newsome 


Test Shipment of Latex 


Collapsible containers—Sealdrums—were recently used for a test shipment of 

latex from plantations of the United States Rubber Co. in Malaya. The ship- 

ment was received at Jersey City, N. J. The containers, each holding 500 gal., 

are stored like giant eggs in a carton. Ordinarily the material would have been 
shipped in disposable steel drums or in 150,000-gal. tanks 





Be sure the cargo containers you purchase today 
are flexible for automatic handling tomorrow 


—-* 


! Sh a 
NATIONAL SPFFOLOADER SYSTEM 


ALWAYS SPECIFY NATIONAL SPEEDLOADER COMPONENTS 


Sooner or later you’ll “containerize’”’ your shipments . . . go all the way in fully automatic 


handling equipment. 
But the question is: How can you protect the investment you’re contemplating making in 


containers for manual or semiautomatic handling . . . make them fully compatible for future use 
with automated equipment? 

The answer is: Order your present containers with National Speedloader corner castings. 
They can be incorporated in any commercial container at time of manufacture . . . can be 
handled by fork lifts, hooks, slings or straddle type equipment. Yet when you automate your 
materials handling in the future with National’s Speedloader System, the Speedloader-equipped 
containers will be fully compatible for interchange without modification of any kind. 

Food for thought? For sure. And remember: Automatic handling of cargo containers 
is the Big Idea whose time has now come—and the National Speedloader System 
is its Big Name. 


Transportation Products Division 


NATIONAL 
CASTINGS 
COMPANY 


Cleveland 6, Ohio 
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s, Q 1 mile, R NYC, S mile, able 43. Purchase A 
Z. Sanitary sewer miles, M 5 miles, N 3 


R, S, U 6 miles, V, W, 

HAMMOND cee ro ere 

Hammond Industrial District Chicago DES MOINES 

South Shore & South Bend RR., Michigan lowa Foundation, Inc. Industrial 

City. Exec officer, W. P. Coliton. 2 ur 12 Savings & Loan Bldg. Exec officer, 

ncres Oct upied 76, available 156. Lease & R. F. Lundy. 4 units. Acres occupied 20 
urchase. A, C, F, H, L 2n les, M : available 80. Lease & purchase. A, E, F, 
les, N 4 miles, Q 3 miles 8, T 2 K, M 2 miles, N 1 mile, P, Q 1 mile, 

_ * miles, W, X, ¥ S, T 3 miles, U 4 miles, W, X, Y 


‘Xx 


Park, 


INDIANAPOLIS DUBUQUE 
ew York Central Industrial ark 1 Part 1: 
(250 A) Dubuque Industrial Park (154 A) 
N rthwest Indianapolis Industrial lark MARSHALLTOWN 
oe Marshalltown Industrial Park Ine 
J.S. Industrial Park (44 A) (231 A) 
Harbor Industrial Center (61 A) 
MASON CITY 
MICHIGAN CITY M a 
Industrial District (34 A) (40 A) 
NEW CASTLE SIOUX CITY 
New Castle Industrial Park (39 A) an , we 
Tri View Industrial District (67 A) 


SOUTH BEND 


Airport Industrial Park (100 A) 
KANSAS 
IOWA ARKANSAS CITY 


Arkansas City Industries, In¢ 


ty Development Association 


orf Industrial Development Corp City Office Bldg. Exec officer 
3 units. Acres occupied 100, avi 
BOONE Lease & purchase. A, , E 
mile, N 1 mile 
yne Industrial Development Corp., 1 U 6 miles. V 
Eighth St. Exec officer, J. A. FI] 
f units. Acres occupied 30, available : DODGE CITY 
Lease & purchase. A, C, E, L. M. N. nice Cit elena |. eee 
mile _R CEN, S, T, V 25 milk U 1 ae a 
nile, W, X, Y. Sewer and fire protectio1 ¢ 
CARROLL cee eereneer os 
Industrial Corp. (45 A) ‘lisworth Developments, Inc. - LAWRENCE 
CENTERVILLE GREAT BEND Santa Fe Industrial District (188 A) 
Industrial Committ 54 Great Bend Industrial Development, Inc., 
; _ - PO Box 44. Exec officer, E. E. Lewis. OLATHE 
320 Frisco Industrial District (118 A) 


CLINTON 5 units. Act occupied 60, available 32 
\ a ¢ by, & Bs Santa Fe Industrial District, Santa Fe 


turing Meadows > 30 2m sei I i 
Bidg. Exec officer, R. . mile ’ mit N 3 miles, O, P, Q 5 Railway, 9th & Jackson, Topeka, Kansas 
ts. Acres occupied 62. avail: ‘ miles, R Santa Fe, S, T 5 , U on Exec officer, L. M. Olsor 1 unit 
& purchase. A, D, E, L 1 mil ite, - 4 occupied 50, available 405. Lease & 
e, M 3 miles, Q 3 mile a chase. A, C, E, L 1 mile, R AT&SF 
U 4 miles, V, X, ¥ HORTON ae ay ah 


COUNCIL BLUFFS 


Bluffs Industrial 


Co. (86 A) 
PARSONS 
KANSAS CITY Parsons Industries (50 A) 
lustrial District, 900 Polk St., 
DAVENPORT Amarillo, 1 ficer, R. D. Lut- RUSSELL 
rt Industri ‘ , nt . oe pa a occup! eld, avall- Russell Industries, Inc. (86 A) 
samen = Developmen ible 37 irchase , F, H, K, M 
cag coca he RP eons se aS ae adjacent, R_Santa SALINA 
. ‘ : ¥ Salina, Incorporated (49 A) 


St 


TOPEKA 
Santa Fe Industrial District (45 A) 


WICHITA 
29th Street Industrial District (123 A) 


index - 
, 1947 49:=100 The Midland District, 110 N. Main. Exec 


120 officer, N t. Weigand. 22 units. Acres 
occupied 70, available 75. Lease & pur- 
FREIGHT CARLOADINGS * chase. Space for rent. A, C, E, H, K, M 
. 2 miles, N 1 mil OG 1 mils; B.. 8, EF 2 
(seasonally adjusted) miles, © 6 miles, V, W, X 
Fe Industrial District (50 A) 


Santa 


KENTUCKY 


CALVERT CITY 
Calvert City Industrial District (125 B) 
Please Turn to Page 46 





PHOTO CREDITS: P. 33, Presidents 
Island, Memphis, Tenn.; P. 36, Crocker 
industrial Park, San Mateo, Calif.; P. 
44, Massachusetts Industrial Park, 
Chicopee Falis, Mass.; P. 46, New 
England Industrial Center, Needham, 
Mass.; and P. 56, Swan Island Indus- 
trial Park, Portland, Ore. 
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Split-second 
-- another goed cans GE inca 


Paging and talk-back 
systems, two-way radios, 
walkie-talkies, tape re- 


corders, Teletype, 

Microwave, Central- a 
ized Traffic Control... 

all of these electronic devices “* 
are used to help the Rock Island 
offer you the finest freight service. 
On moving trains, two-way radios 
between locomotives and cabooses let 
crews communicate en route and 
maintain prompt contact with way sta- 
tions. In yards, inspectors prevent de- 
lays by calling for repairs on loaded 
cars with walkie-talkies. Numbers on 
arriving cars are radioed to yard 
clerks, and recorded if the clerks 
are busy. Switch locomotives are 
equipped with two-way radios to re- 
ceive special instructions and make 
yard operations more effective. The 
result? Car location data is instantly 
available, car handling is improved, 
and freight is advanced up to hun- 
dreds of miles. 

This efficient communications net- 
work is but one of the many reasons 
why the Rock Island is known as the 
railroad of planned progress. In addi- 
tion you get the benefit of push-button 
yards; better, faster piggyback serv- 
ice with ramps that blanket the sys- 
tem; strategically located direct inter- 
changes; experienced, conscientious 
personnel; and modern, trouble-free 
equipment. All of this adds up to fast, 
efficient shipping. 

Your Rock Island representative 
will be glad to put this effective com- 
bination to work for you. Call him. 





ROCK ISLAND LINES 

The railroad of planned progress 

... geared to the nation's future 
Chicago 5 
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COVINGTON 
Northern Kentucky Industrial 
tion, Inc. (923 AD) 

FLORENCE 
Northern Kentucky Industrial 
tion, Inc. (922 AD) 

FRANKLIN 
Franklin Industrial Development 
Inc., (21 AD) 

GREENVILLE 


Greenville Industrial Development Corp. 
(10s AD) 


Founda- 
Founda- 


Assn., 


LAWRENCEBURG 
Anderson County Industrial Corp., City 
Hall. Exec officer, Walter Patrick. Acres 
occupied 10 acres, available 100. Lease & 
purchase. Will build. D,E,L,M,N,O,P,Q, 
R,S,U,W,X, Y. 


MT. VERNON 
Rockceastle Chamber of Commerce 22 
IB) 


LOUISIANA 


ARCADIA 
Arcadia Development Co., Inc. (24 AD) 


BOSSIER CITY 
Bossier City Industrial Acreage (21 D) 


DE RIDDER 
DeRidder Industrial Development Corp., 
30x 309. Exec officer, Gordon Copeland. 
unit. Acres occupied 32, available 421. 
50-year lease. Will build. A,C,E,F,G,H,K, 
{f, N, Q, R, S, T Santa Fe KCS 3 miles, 
I, Wy Boe &. 


MONROE 
Monroe Industrial Park (No acres BC) 


NEW ORLEANS 
Gentilly Industrial Park (50 A) 


RAYNE 
Davidson Stutes Park (400 B) 


RESERVE 
Riverlands Industrial District, 1105 
Carondelet Bldg. Exec officer, W. C. Cain. 
3 units. Acres occupied 120, available 
400. Lease & purchase. Will build. Space 
for rent. B, E, H, Q 1% miles, N 3 miles, 
L 5 miles, R, S, U 15 miles. 


SHREVEPORT 

Freestate Industrial Park, 265 N. Free- 
state Blvd. Exec officer Jack Clarke. 28 
units. Acres occupied 68, acres available 
311. Lease & purchase. Will build. Space 
for rent. A, C, E, F, H, K, N \% mile, Q 
% mile, R joint KCS & T&P, S, T % 
mile, U adjacent, V pvt. bus service, W, 
X, Y, Z, all in unltd. quantities. 

Kansas City Southern Industrial Area, 
4601 Blanchard Rd. Exec officer, Paul 
Sippel. 29 units. Aeres available 185, 
occupied 144. Lease & purchase. Will 
build. Space for rent. A, E, F, G, H, K, 
M 4 miles, N, O, Q, R, KCS, S 14 lines, 
T 4 miles, U 2 miles, V, W, X, Y 
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T & P Industrial Area (20 A) 
The Texas & Pacific Railway’s Common 
St. Industrial Sites (15 AC) 


SPRINGHILL 


The Greater Springhill Corp. (300 AD) 


MAINE 


AUBURN 
Auburn Business Development Corp. (36 


BANGOR 
Bangor’s Industrial Park, City Hall. Exec 
officer, Peter R. D’Errico. 10 units. Acres 
occupied 30, available 250. Purchase. Will 
build. B,C,E,G,H, K, M 2 miles, N 2 


miles, O,P,Q, 2 miles, R Maine Central, 
S, U 2 miles, V,W,Y. 

BIDDEFORD 
3iddeford Industrial Park (125 A) 


PORTLAND 
Vine-Deer-Chatham (6 D) 


PRESQUE ISLE 
Presque Isle Industrial Park (64 A) 


SACO 
Saco Industrial Park (156 A) 


SANFORD 
Sanford Industrial Estates (100 A) 


SOUTH PORTLAND 
ADC Building Fund, Inc. (140 A) 
Frank A. Rumery Industrial Park (48 
AC) 


MARYLAND 


EASTGATE 
Eastgate Industrial Center (8 I 


BELTSVILLE 
3eltsville Industrial Center 
Zalph B. Williams. 10 units. Acres oc- 
cupied 47, available 85. Lease & pur- 
chase. Will build. A, C, E, F, H, L % 
mile, N 4 mile, Q % mile, R, S, U 22 
miles, V bus, W, X, Y. 


Exec officer, 


HYATTSVILLE 
Hyattsville Industrial (16 B) 


OWINGS MILLS 
Owings Mills Industrial Park, 4319 Mil- 
ford Mill Rd Exec officer, Frank S. 
Nicoll, Jr. 5 units. Lease & purchase. 
Build own. Will build. Acres occupied 
26, available 76. A, E, LL. % mile, M 4% 
miles, Q 2% miles, R, S, U, W, X, Y 


ROCKVILLE 


Washington-Rockville Industrial Park, 
1160 Rockville Pike. Exec officer, George 
J. Moss. 10 units. Acres occupied 10, 
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available 100. Lease & purchase. Build 
own. Will build. Space for rent. Pack- 
age financing. A, C, E, H, L % mile, 
N % mile, O, P, Q \% mile, R B&O, §S, 


T 2 miles, U 5 miles, V, W, X, Y 
SEAT PLEASANT 
Central Industrial Park (35 B) 


SILVER SPRING 
Montgomery County 
A) 


Airpark, Ine. (137 


Silver Spring Industrial Park, Inc. (85 A) 


MASSACHUSETTS 


AUBURN 
Auburn Industrial Park (55 A) 


BEDFORD 
Bedford Research & Office Park (4 A) 


BRAINTREE 
Grossman Park (50 AC) 


BROCKTON 
Oak Hill Industrial Development (50 BC) 


CHICOPEE FALLS 
Massachusetts Industrial Park (89 A) 


FRAMINGHAM 
Commonwealth Industrial Park (70 AC) 


GARDNER 
Gardner Industrial Foundation (50 D) 


LEXINGTON 
Lexington Office-Research Park, 60 State 
St., Boston. Exec officer, Gerald W. 
Blakely, Jr. 1 unit. Acres occupied 100, 
available 14. Lease & purchase. 3uild 
own. Will build. A, K 3, L 3, M, Q 2, U, 
Ve Wane Es 
NATICK 
Natick Industrial Park (16 D) 


NEEDHAM 
New England Industrial Center, 60 State 
St., Boston. Exec officer, Gerald W. 
Blakeley, Jr. 32 units. Acres occupied 
117, available 23. Lease & purchase. Build 
own. Will build. A, K, N 3 miles, Q, R 
NYNH&H, S, U, W,X,Y. 


NORTH ADAMS 
Northern Berkshire Industrial Center (25 
AD) 


SPRINGFIELD 
Springfield Expressway Mfg. Center (450 
D 


) 
STONEHAM 
Middlesex Industrial Park (36 A) 


WAKEFIELD 
Wakefield Industrial Center (46 A) 


WALTHAM 


Bear Hill Industrial Development Trust 
(40 AC) Waltham Industrial Center, 60 
State St., Boston. Exec officer, Gerald W. 
Blakeley, Jr. 12 units. Acres occuped 128, 
available 103, Lease & purchase. Build. 
own. Will build. A, E, K,N, Q 3 miles, 
S,U,W,X, Y. 

Waltham Research & Development Park, 
60 State St., Boston. Exec officer, Gerald 
W. Blakeley, Jr. 13 units. Acres occupied 
66, available 61. Lease & purchase. Build 
own. Will build. A, E, K, N, Q 3 miles, 
S,U 


o>» teed 


WOBURN 
Woburn Industrial Center (20 A) 





MICHIGAN 


COLDWATER 
Coldwater Industrial Park, c/o Chamber 
of Commerce. Exec officer, Dale A. Dean. 
2 units. Acres occupied 10, available 159. 
Lease & purchase. Will build. A,D,R,S,T 
1 mile, U 1 mile, W,X,Y. 


DETROIT 
Leho Industrial Acres No. 1 (15 A) 


GRAND RAPIDS 
Barnes Industrial Area, 1310 Wallen Ave. 
Ss. Exec officer, Roy Barnes. 1 unit. 
Acres occupied 35, available 115. Lease & 
purchase. Will build. B,C,H,R NYC, S, T 
2 miles, V,W,X,Y. 


JACKSON 
Jackson Central Industrial Park (300 AC) 


: KALAMAZOO 
Gembrit Industrial Park (50 A) 


MADISON HEIGHTS 
Madison Heights Industrial Park, 9235 
Michigan Ave., Detroit 10. Exec officer, 
Gerald R. Marshall. 2 units. Acres oc- 
cupied 3%, available 150. Lease & pur- 
chase. Build own. Will build. A,E,L 1 


MOORHEAD 
Northern Pacific Industrial Site (40 C) 


ST. PAUL 
Metro Roseville Industrial Park, Rose- 
ville. Exec officer, Donald McNeely. 3 
units. Acres occupied 110, available 75. 
Lease. Build own. Will build. Space for 
rent. A, L 1 mile, M 1 mile, Q 1 mile, 
mR FT, Us miles, ¥, W> ae Be 4 


MISSISSIPPI 


CANTON 
Park Commission, Box 202. 
Exec officer, Toxey Hall. Acres occupied 
53.4, available 653.4. Purchase. Build 
own. Will build. B, D, E, G, H, N 2 
miles, Q 1 mile, R, S, T 1% miles, U 3 
miles, W, X, Y. 


Industrial 


CARTHAGE 


Leake County Industrial 
Corp. (10 AC) 


Development 


CLEVELAND 
Bolivor County Development Assn. 
ltd. BD) 


(Un- 





THE CODE 


Incorporated 
Unincorporated 

Profit 

Non-Profit 

Light Manufacturing 
Heavy Manufacturing 
Public Warehouses 
Private Warehouses 
Restaurant Near Site 
Nearest Restaurant (Miles) 
Nearest Hotel (Miles) 
Nearest Mote! (Miles) 


ZETATOAM™MOONSD 


N<x<¢<CH44%R7OT0 


Secretarial Service 
Telephone Answering 
Nearest Bank (Miles) 
Rail Siding Available 
Trucking Service 
RR Passenger Station 
Nearest Airport (Miles) 
Local Transit 
Electric Power 

=- Gas by Pipe 
City Water 
Well Water 








mile, M 5 miles, N 3 miles, O 2 miles, 
P 2 miles, Q 1 mile, S, T 5 miles, U 8 
miles, Wy We, ae Be 


MELVINDALE 
Outer Drive-Meginnity Development (27 


A) 
MONROE 
Port of Monroe Industrial Park (160 A) 


PORT HURON 
Industrial Development Corp. 


SOUTH HAVEN 

South Haven Industrial Fund, Inc., 300 
Broadway. Exec officer, Harold Neal. 8 
units. Acres occupied 135, available 31. 
Lease or purchase. Build own. Will build. 
Space for rent. A,D,L % mile, M 1 mile, 
N % mile, Q 1% miles, R,S, T 10 miles, 
Q 3 miles, W,G,Y. 


STURGIS 
S. D. Barker Industrial Park (160 A) 


TRAVERSE CITY 
Traverse City Industrial Fund, Inc., 129 
E. Front St. Exec officer, Merle C. Lutz. 
Acres occupied 2, available 116. Lease & 
purchase. Will build. A, D, E, L 1% 
miles, M 1% miles, N 1 mile, Q 1 mile, 
R, S, T 1 mile, U 1 mile, V, W, X, Z. 


(100 D) 


WARREN 
Leho Industrial Acres No. 3 (5 A) 


MINNESOTA 


ALBERT LEA 

Jobs Inc orporated Industrial & Wholesal- 
ing District, 237 Hyde Bldg. Exec. officer, 
William H. Sykes. 8 units. Acres oc- 
cupied 20, available 100. Lease & pur- 
chase. Build own. Will build. A, D, E, 
F, G, H, K, M, N 5 miles, O, Q 1.5 miles, 
R, S, T 2 miles, U 3.5 miles, W, X, Y 


EAST GRAND FORKS 
Northern Pacific Industrial Site (70 C) 


FRIDLEY 
Northern Pacific Industrial Site (25 C) 


DISTRIBUTION AGE, 


COLUMBIA 
Marion County Chamber of 
Industrial Park (262 AD) 


Commerce 


COLUMBUS 
Columbus-Lowndes Industrial 
tion (170 D) 


Founda- 


FLORA 
Kearney Park. 5 units. Acres occupied 
100, available 100. B, E, F, G, H, L 4 
miles, M 18 miles, N 18 miles, P, Q 4 
mee R, S, T 18 miles, U 18 miles, W, 


GREENVILLE 
Industrial Foundation, Drawer 933. Exec 
officer, C. E. Landrum. 55 units. Acres 
occupied 67, available 80. Purchase. 
Build own. Will build. A, D, L 1 mile, M 
3 miles, N 2 miles, 0 3 miles, Q % mile, 
R, S, T 3 miles, U 4 miles, W, X, Y, Z. 


HAZLEHURST 
Hazlehurst Development Corp. 


LOUISVILLE 
Winston County Chamber of Commerce. 
Exec officer, Don Nick. 228 units. Acres 
available 112. Lease & purchase. Build 
own. Will build. Space for rent. A, D, 
E, F, L % mile, M 1 mile, N % mile, 
Q 1 mile, R, T 30 miles, U % mile, W, Y. 


(50 AD) 


MAGNOLIA 
Magnolia Industrial Park (26 BD) 


NATCHEZ 
Natchez-Adams County Port Commission, 
Box E. Exec officer, L. E. Barry. 2 
units. Acres occupied 80, available 240. 
Lease & purchase. Build own. Will build. 
Space for rent. D, E, H, R, S, U, V, W, 
X, Z. All within 6 miles of development. 


NEW ALBANY 
Clarkland Industrial District (112 B) 


OXFORD 
Oxford-Lafayette County Chamber of 
Commerce (Unltd. D) 
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PICAYUNE 
Picayune Industrial Sites, Inc. (95 AD) 


ROSEDALE 


Rosedale Development Commission, Box 
366. Exec officer, M. J. Dattel. 1 unit. 
Acres occupied 95, available 75. Pur- 
chase. ig build, Space for rent. A, 
F, M, N, L.1 mile, R IC, S, W, X, ¥ 


SARDIS 


Sardis Chamber of Commerce. Exec of- 

ficer, H. E. Dees. Acres occupied 200, 

available 200. Purchase. Will build. A, 
7. 


, 8, X, 

VICKSBURG 
Port of Vicksburg Industrial Park, Box 
1074. Exec officer, D. P. Westfall. Acres 
occupied 52, available 193. Lease & pur- 
chase. Build own. Will build. D, E, F, 
Gob eK, oO PF Oo &%-S Y,.& @, 
Wo de Be 

YAZOO CITY 
Yazoo County Industrial Development 
Corp., Box 172. Exec officer, Robert L. 
Wheeler. 2 units. Acres occupied 27, 
available 200. Purchase. Build own. Will 
Build. A, C, E, H, L 1 mile, M 1 mile, 
N 1 mile, O 1 mile, Q 1 mile, R IC, §S, 
T 45 miles, U 45 miles, W, X, Y. 


MISSOURI 


CRESTWOOD 
Watson Industrial Park (28 C) 


FENTON 
Meramec Industrial Park (220 B) 


GREENFIELD 
Greenfield Industrial Corp. (32 AC) 


KANSAS CITY 
Blue Valley Industrial District (77 B) 


NEOSHO 
Neosho Industries, Inc., c/o Chamber of 
Commerce. Exec officer, Donald C. Bar- 
nett. 2 units. Acres occupied 35, avail- 
able 170. Purchase, will build. B, D, F, 
H, L, M 3 miles, N 2 miles, O, Q 3 miles, 
R, S, T 3 miles, V 2 miles, V, W, X, Y, Z. 


NORTH KANSAS CITY 


North Kansas City Development Co., 2101 
Burlington St. Exec officer, I. Selden 
Catlin. 150 units. Acres occupied 600, 
pes 800. Lease. Build own. Will 
build. Space for rent. A, C, E, F, 

Ey Mi. 2 Ge Fs a: S Fe 4h Fe 

Y. All within 1 mile. 


ST. LOUIS 
Tree Court Industrial Park (110 AC) 


SEDALIA 
Sedalia Chamber of Commerce (25 A) 


SIKESTON 
Sikeston Industrial Development Co. (325 
A) 


SPRINGFIELD 
East Belt Property (340 B) 
Industrial Development Corp. 
North Yards Area (24 B) 
Reclamation Area (25 B) 


VALLEY PARK 
Clarkland Industrial Site (47 B) 


(114 AC) 


WEST PLAINS 
Frisco Industrial Park (60 B) 


MONTANA 


BILLINGS 
Billings Industrial Park (80 AC) 
Northern Pacific Industrial Site, 2224 
Montana Ave. Exec officer, P. 5 
gell, 27 units. Acres occupied 85, 
able 140. Lease. Build own. E, G, 
mile, M 3 miles, N 1 mile, Q 2 miles, R, 
S, T 3 miles, U 6 miles, W, 


NEBRASKA 


LINCOLN 

Industrial Development 
Chamber of Commerce (290 
Please Turn to Page 50 


+ ’ 


Department, 
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COMPAR TMENTIZER 


LOCK ALL FO 


Duffy-Mott Relies on 
Enjoys 50% Reduction 
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Glass-packed food shipment goes coast 
to coast. Damage—one broken bottle. 


Duffy-Mott Company, Inc., well known for 
quality food products, wants long distance 
shipments of Mott’s Apple Sauce and Juice, 
Sunsweet Prune Juice, Clapp’s Baby Foods 
and other products to arrive ready for grocers’ 
shelves. To keep shipping damage to a mini- 
mum and avoid the inconvenience of filing 
damage claims, Duffy-Mott uses P-S Com- 
partmentizers, and enjoys a 50% reduction 
in damage, as compared to shipments in 
conventional box cars. 


For example: Duffy-Mott’s Hamlin, N. Y., 
plant recently loaded 75,600 pounds of glass- 
packed apple sauce and apple juice into a 
Merchants Despatch P-S Compartmentizer- 
equipped, insulated box car, and sent it on a 


LOADING: After moving Compartmentizer snug against bonded block load face, crew- 
man easily engages four locks on each gate. This simple process saved Duffy-Mott 
dunnage costs and reduced loading time. Compartmentizers divide car into three 
adjustable areas, a real convenience for mixed-load and stop-off shipments. 


2904 mile trip to their Pratt-Low Division 
Plant, Santa Clara, Cal. Traveling over four 








ASK FOR THEM BY NAME... 
COMPARTMENTIZER-EQUIPPED BOX CARS 


The following shipper conscious carriers now have P-S Compartmentizer Cars 
in operation: 


Atchison, Topeka & Santa Fe 
Baltimore & Ohio 

Bangor & Aroostook 

Central of Georgia 
Chesapeake & Ohio 

Chicago, Burlington & Quincy 
Chicago Great Western 
Chicago & North Western 
Fruit Growers Express 

Great Northern 

Merchants Despatch Transportation 
Milwaukee Road 

Minneapolis & St. Louis 


New York Central 

Norfolk & Western 

North American Car Corp. 
Northern Pacific 

Pacific Fruit Express 
Pennsylvania 

St. Louis Southwestern 
Seaboard Air Line 
Southern Pacific 

Texas & Pacific 

Transport Leasing Company 
Union Pacific 

Western Pacific 








DISTRIBUTION 


AGE, JULY 


railroads, NYC, CB&Q, UP and SP, this 
shipment was subjected to all the custom- 
ary effects of interchange, high speed train 
make-up, switching and movement. Unload- 
ing at Santa Clara revealed just one broken 
bottle. The other 29,879 jars and bottles 
were perfect! 


If your products are susceptible to damage, 
too, you owe it to yourself to get more infor- 
mation about extra protection during rail 
shipment. Write Pullman-Standard for full 
details on the P-S Compartmentizer. 


1961 





P-§ Compartmentizers... 
in Lading Damage 


UNLOADING: J. J. Gianotti, Warehouse Superintendent, checks arrival UNLOADING: P-S Compartmentizer gates swing back flush with car side- 
condition of doorway load at Santa Clara, Cal. Said he, “One quart bottle was walls, and though permanently installed can even be positioned outside the 
broken. There was no occasion to make a claim. Stacking patterns stayed doorway. Here 880 A-end cases are shown, still in perfect line-up, 100% free 
neat, and there was no sawtoothing of load.” of damage. Ready-for-the-shelf shipments like this protect customer good will. 
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UNLOADING: B-end cases being unloaded with pallet and lift-truck method. UNLOADING: Note clean, smooth, car floor and walls. No projections here 
Compartmentizer gates provide no obstacle or hindrance to personnel or me- to harm cases, no damaged interiors to be repaired, no mess of dunnage, 
chanical handling equipment. Orderly, no-damage condition of lading speeds strapping, ruined merchandise for cleanup and disposal. Compartmentizer- 
unloading, and there are no bars or braces to replace after car is unloaded. equipped car is immediately ready to carry and protect another shipment. 


PULLMAN-STANDARD 
COMPARTMENTIZER = 
This brochure contains Com- 


partmentizer details and specifi- 
cations. Write for it today and A DIVISION OF PULLMAN INCORPORATED 


find out how you can use this 
outstanding device. 200 SOUTH MICHIGAN AVENUE, CHICAGO 4, ILLINOIS 


BIRMINGHAM, PITTSBURGH, NEW YORK 
J. C. FENNELLY CO., SAN FRANCISCO REPRESENTATIVE 
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This large Midwestern wholesale house uses four lines of QIK-TIP sorters 
to sort 12,000 pieces an hour to 400 destinations. The entire operation 
is easily done by a crew of 12 people. Further, the company has con- 
solidated the operation of six separate warehouses under one roof and 
one modern system. 


The QIK-TIP Sortation System 


VW 7 
/ K. T/ P brings the advantages of modern, 
= electronic automation to package 
handling in assembly plants, parts 
SOR TER depots, warehouses, terminals and 
delivery services of all types. It 
cuts time, labor and the cost of 


human error to the bone. Here are 
two installations. 


Automatically sorts Write for descriptions of other 


applications or ask for a person- 
alized analysis of your own sorting 


and distributes ae 


up to 60 pieces fo 

a minute B sorTATION Systems 
% INC. eo” 

®em, nee 


4535 No. 128th. St., Butler (Milwaukee), Wis. 


By using the QIK-TIP Sorter, this large automotive parts warehouse increased 
order-filling speed so that orders are shipped the same day they are received. 
The stock picker places parts on the color-coded trays which tilt contents into 
chutes in the background. 
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OMAHA 

Omaha Industrial Foundation's Industrial 
District, 108 S. 18th St. Exec officer, 
M. L. Woodburn. 26 units. Acres oc- 
cupied 240, available 80. Purchase. Build 
own, A, D, E, F, H, L 1 mile, N 1% 
miles, M 3 miles, Q 1% miles, R UP&MP, 
S, T 4 miles, U 5 miles, V, W, X, Y 


NEVADA 


HAW THORNE 
Mineral County Economic Development 
Committee (1200 BD) 


NEW HAMPSHIRE 


CLAREMONT 
Sullivan County Industrial Park (45 AD) 


CONCORD 
Concord Industrial Park, 7 Capitol St. 
Exec officer, Albert S. Baker. 9 units. 
Acres occupied 50, available 500. Pur- 
chase. Build own. Will build. A, D, E, 
is Bay Dg ate es ey ee Ry Op aes 
John E. Terrill Industrial Park, 7 Capitol 
St. Exec officer, Albert S. Baker. 8 
units. Acres occupied 50, available 
Lease & purchase. Build own. 
build. A, E, L 1 mile, M 1 mile, 
miles, P, Q, R 1 mile, S, T 1% miles, 
Ges aay ee 

DOVER 


Southeastern New Hampshire Industrial 
Park (70 AD) 


HOOKSETT 
Hooksett Industrial Park, N. H. Indus- 
trial Park Authority, Concord. Exec. 
officer, W. L. Foss, 3 units. Acres oc- 
cupied 20, available 167. Lease & pur- 
chase. Build own. Will build. B, D, E, 
H, L 1 mile, M 8 miles, N 1 mile, Q 6 
miles, R B&M, S, T 9 miles, U 10 miles, 
Ww, xX 
KEENE 

Precision Industrial Park, 3 Central 
Square. Exec officer, Edward Ellingwood. 
5 units. Acres occupied 75, available 50. 
Lease & purchase. Build own. Will 
build. Space for rent. A, E, K N 
eS BRU, Wee E 


LACONIA 
Arthur D. O'Shea Memorial Industrial 
Park. Exec officer, William Caterino. 2 
units. Acres occupied 18, available 180. 
Lease. Build own. Will build. A, C, E, 
L 1 mile, M 1 mile, N 1 mile, Q 1 mile, 
S, T 1 mile, U 4 miles, W, Y. 


NASHUA 

Nashua-New Hampshire-Foundation In- 
dustrial Park, Chestnut and Factory Sts 
Exec officer, Thomas Winther 4 units. 
Acres occupied 20, available 80. Lease & 
purchase. Build own. Will build. A, D, 
E, H, L 1 mile, M 2 miles, N 3 miles, 
Q 2 miles, R B&M, S, T 2 miles, U 4 
miles, W, X, Y. 


NEW JERSEY 


CLIFTON 
Delaware Valley Industrial Park, 790 
Bloomfield Ave Exec officer, Paul L. 
Troast. 1 unit. Acres occupied 15, avail- 
able 100. Lease & purchase. Build own. 
Will build. B, E, K, M, N, O, P, Q, R, 
eG. V,. Wee ae Ee 
EAST NEWARK 
East Newark Industrial Center (15 A) 


ELIZABETH 
Central District, 143 Liberty 
G. Ham- 
avail- 


Llizabeth 
St., New York. Exec officer, R 
lin. 29 units. Acres occupied 145, 
able 650. Lease & purchase. Build own 
Will build. Space for rent. B, E, F, H, 
K, L 1 mile, M 1 mile, N % mile, O, P, 
Q on property, R, S, T % mile, U 4 miles, 
Ve Wy wee os 
Please Turn to Page 52 





Longest object ever moved by a U.S. railroad 


And a pair of them, at that—two refinery towers, 
229 and 228 feet long, respectively. Built by Wyatt 
Industries, Inc., Houston, and American Bridge 
Division of U.S. Steel, Orange, Texas, they were 
delivered in tandem to Sinclair-Koppers Chemical 
Company in Houston. Southern Pacific executed 
the record-breaking move, carrying each rigid 


tower on a cradle of six flat cars that were careful- 
ly guided past utility poles and around tricky turns. 
Moving extra long, high, wide or heavy ship- 
ments is a Southern Pacific specialty. That’s why 
shippers and receivers in the Golden Empire call us 
first, whenever their freight needs special handling 
...and the extra care the S. P. always gives. 


Southern Pacific 


TRAINS 


DISTRIBUTION AGE, 


Serving the Golden Empire with 


TRUCKS «+ PIGGYBACK «+ PIPELINES 
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FAIR LAWN 
Fair Lawn Industrial Park, 16-05 Fair 
Lawn Ave. Exec officer, Joseph A. Hig- 
gins. 19 units. Acres occupied 160, avail- 
able 30. Lease & purchase Will build 
A. C, E, H, L 1 mile, M 3 miles, N 2 
miles, P, Q % mile, R Erie, W, X, Y 
HOBOKEN 


Princessville Research Center (402 A) 


PENNSAUKEN 
Airport Circle Industrial Park, 5509 West 
field Ave. Exec officer, W. Leslie Rogers 
7 units Acres occupied 30, available 
110. Lease & purchase. Build own. Will 
build. A, E, F, G. H. R, S, T 3 miles, 
U 5 miles, V, W, X, Y 


PEQUANNOCK 
Morris County Industrial Park (75 A) 





POMONA 
Atlantic Industrial Park (1000 A) 


RAHWAY 
Rahway Industrial Park (8 A) 


ROCKAWAY-DENVILLE 
Central Morris Industrial Park (130 B 


RUTHERFORD 
Selle Mead Industrial Park (175 AC) 
Rutherford Industrial Park (70 AC) 








NEW MEXICO 


ALBUQUERQUE 
Barr Industrial Park (240 AC) 
Southvale Industrial Park (250 


NEW YORK 


AMSTERDAM 
Grossman Industrial Center (5 


BEACON 


Peacon Terminal Corp. (& A) 


BUFFALO 
William Street Industrial Park 


tit, rang) COHOES 
» : : Cohoes Industrial Terminal, In¢ 


, de THE CHANGE-OVER PLAN—We take over all of your pres- 
4 ent truck and maintenance problems, help you reorgan- oe ELMIRA 
, 4 ize your truck facilities and personnel. We supply you (| 3 torseheads Industrial Cent 

with new vehicles, engineered and painted to your er ners yin ‘Vailable 560 
LEASE A NEW exact requirements, or will buy and recondition your oe es purchase. Build own. Will build 
CHEVROLET present fleet. : A, C, E, F, G, H, L 1 mile, M 5 miles, N 
or other fine truck THE ADD-A-TRUCK PLAN—As your business expands, | . — a 4) Ww x 'Y ~ + 
and operate it as don’t use vital capital for more trucks, lease new ones ie 
your own, with no 3 4S needed. 
investment, no THE TRUCK RETIREMENT PLAN—As each truck in your fleet ‘ 
upkeep, no head- needs replacement, instead of buying a new one, lease ee: GLENS FALLS 
aches! it. In a few years all your vehicles are leased. he i Glens Falls Industrial Park, 206 Glen St 
THE PILOT PLAN—Instead of switching from ownership [9% pte omet PM gael ” gee parang 
to leasing in all locations, select one location (or divi- 4: peer 10, available 74. B, D M, N 
© werntis sion) for a “pilot” operation using full-service leased | . P, Q. R, S, T 5 miles, U 3 
trucks, comparing costs and headaches with trucks X, Y, Z 
which you still own and maintain HORSEHEADS 


r, 224 Willian 
er Owens 7 


; 


r 1 mile 








ie. Shan, 
= 


© tet a ee mae 


GARDENVILLE 
Cardenville Industrial Park (250 AC) 


* 


Horseheads Industrial Center, Box 12 

¢ Exec officer, Alfred P. Ich 10 units 

LEASE FOR PROFIT —NATIONALEASE full-service truckleasing supplies every- Acres occupied 150, 400. Lease, w ill buil 1 

thing but the driver. Licensed, insured trucks, engineered and painted to your needs, A, E, G, A, L 2 — - 7 miles N ‘ 
garaged and expertly maintained. ONE invoice, NO worries. Devote your full time, — x wy x Y — . 


ALL your capital to your own business! 
MAY BROOK 


i Say National know-how; local controls—write for literature. 3 Maybrook Industries (600 B 
am, NATIONAL TRUCK LEASING SYSTEM | ORANGEBURG 
aliOnayjease Serving Principal Cities in the U.S. and Canada 5 Metropolitan Distribution Center 
23 E. JACKSON BLVD., SUITE G-7, CHICAGO 4, ILL. BC) 
sae e Sh i is BEE eat a PLAINVIEW 


Fulton & Stewart Bldg. (30 C) 


ge i, Bi 
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ROCHESTER 
Miracle Mile, Inc. (400 AC) 


SELKIRK 
Northeast Crossroads Industrial Park 
(123 AC) 

SYOSSET 
Syosset Industrial Park, 40 Eileen Way. 
Exec officer, Michael Forte. 21 units. 
Acres occupied 125, available 30. Lease. 
Will build. Space for rent. B, E, H, K, 
MN, 0 P, @ Ft, FW. a 2 


SYRACUSE 

Brooklawn Industrial Park (120 A) 
Dewitt Industrial Park Corp. (650 AC) 
Grossman Industrial Center (10 AC) 
Salina Park of Commerce (40 €) 
Syracuse Industrial Park, 1010 James St 
Exec officer, Robert J. Barrett 19 units 
Acres occupied 100, available 15 Lease 
Will build. A, E, F, H, K, M 3% miles, 
x, OC. 2 BT Ft mies. U,V, We a Se 
Syracuse Industrial Port, 1010 James St. 
Exec officer, Robert J. Barrett. 4 units. 
Acres occupied 82, available 61 Lease & 
purchase Build own Will build A. Sa 
M, N, Q, R Erie, S, T 10 miles, U, V, 
7; oS 

WEST HAVERSTRAW 
Garnerville Holding Co, (75 AC) 


NORTH CAROLINA 


ALBEMARLE 


Stanly County Development Corp. (76 AC) 


CHARLOTTE 
Arrowood (2266 A) 
Chemway Industrial Development (200 A) 
Jones Acres for Industry (30 A) 
Paw Creek (157 A) 
Seaboard Air Line Industrial Develop- 
ment (180 AC) 
Wesley Heights, 616 Johnston Bidg 20 
Acres occupied 27, available 120 
& purchase Build own. Will 
build > Cea, 8c te x & 
r& Ww, & 8 


DURHAM 
Durham Investment Corp., Box 869. Exec 
officer, T. Y. Milburn 6 units Acres 
wcupied, available 300 Lease & pur- 
chase Build own Will build. Space for 
rent. 4, & & Ft, OU, Vi Ws ae = 


HIGH POINT 
Drake Industrial Park, South Wrenn 
St Exec officer, Edward Drake, Jr. 5 
units Acres occupied 25, available 102 
Purchase Build own Ba zx, BH, N, Q, 
iy. Eee ee Vo Bs es 


LAURINBURG 
Airpine Industrial Park, State Bank Bldg 
Exec officer, George B. Stearns. 10 units 
Acres occupied 1500, available 3000. Lease 
& purchase. Build own. Will build. Space 
for rent D, tis wy He ee es ee Re, Oo @ 
x & 2 Uv. ¥: Wo 
LEXINGTON 
Lexington Industrial Park, Box 564 
Exec officer, Sherwood Canada 2 units 
ecupied 31, available 180 Pur- 
Build own Will build. A, C, E 
an Oe & 7, UV, W, me 2 
NASHVILLE 
Nashville Chamber of Commerce (18 AD) 


RALEIGH 
York Industrial Center (500 AC) 


ROCKY MOUNT 
Rocky Mount Industrial Development 
Corp., Box 392. Exec officer, Hugh Saw- 


ver 4 units Acres occupied 57 


, avail- 
able 320 Lease & purchase Will build 
ie..3 Sy Wa Ve 


A, C, E, F, K 
W, Me = 


M, N, Q, R, S, 


WINSTON-SALEM 


Starmount Development (21 B) 


NORTH DAKOTA 


BISMARK 
Casey Industries, Ine., Box 1224 exec 
officer, T. Clem Casey 19 units Acres 
occupied 110, available 62 Lease & pur- 
chase. Build own. Will build. Space for 
rent crim bk & a =e ee 
\ W X 
Please Turn Page 


“Stations stay 


on the air 


when we ship via Delta Air Freight” 





Mr.John Campbell, Sales Traffic Manager, Collins Radio Co., Cedar Rapids, Iowa, states: 


“Radio stations can’t afford to be without vital parts that 
keep them on the air. Air time lost is money lost. As supplier 
of equipment to the broadcast industry, we must use a 
shipping service we can count on to keep these customers 
stocked, and to make ‘panic-button’ deliveries in emer- 
gencies. That’s why we depend on Delta Air Freight. 


Climb over competition with Delta Air Freight 


= Enjoy faster capital turnover ® Access to wider markets 
® Tighten up control of inventories ® Lower insurance costs 
= One handler ® Protection against sudden market declines 


DELTA JETS and all other Delta flights carry freight. Call the near- 
est Delta office, or write Delta Cargo Dept., Airport, Atlanta, Ga. 


the air line with 


the BIG JETS 
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ASHTABULA 
e Cleveland Electric Illuminating Co., Box 
e rec Oo 5000. Exec officer, R. L. DeChant. Acres 
a 2S occupied 86, available 86. Purchase. 
Continued from Preceding Page phe fon TAS Other tract has 1400 acres 
available. 


BATAVIA 
Parsons, Nordlah, and Moore (95 C) 


__ FARGO OHIO BEDFORD HEIGHTS 
tO a induatrtel Devekement Core, Bedford Heights Industrial Park, Erie 
15 units. Raree occupied 25, available AKRON + ae ay Bed ore ey = 
225. Purchase. Build own. A, D, E, G, Industrial Heights, Inc. (50 AC) 80 | prose x weacana’ Babe BN EFG 
H, L, M, N, Q, R, S, T, U, W, Y. H,K,N,O,P,Q,R,8,U 30 miles, W,X,Y. 7’ 
Northern Pacific Industrial Site, c/o ALLIANCE Cae Oe ae ae ; oe 
? De ifie 7 » ay 
ee gy ag Mh miner Alliance Development Corp., 207 First BROOK PARK 
160 available 100 Lease Build ian Natl. Bank Bidg. Exec officer, Glen W. Brook Park Industrial _ District, 1119 
Private development E GHRSsT. Allen. Six units. Acres occupied 54, Terminal Tower Bidg., Cleveland. Exec 
Uuwy oe (>in pai available 100. Lease & purchase. Build officer, B. P. O'Connor. 10 units. Acres 
oi Maa own. Will build. Space for rent. A, L. occupied 450, available 170. Lease & 
GRAND FORKS M 3% miles, N 6 miles, Q 3 miles, S, T Durcnase. Build own. Will built. ota. 
Northern Pacific Industrial Site (30 Pvt.) 4 miles, U 16 miles, V, W, X, Y. R NYC’ ST 10 miles, U 2 miles, V 
W,X,Y. 
Brookpark Industrial Sites, Inc. (68 AC). 
Kay Development Co., Inc. (50 AC). 


CINCINNATI 
Evendale Rail Sites, Inc. (12 AC) 
P. G. Graves Industrial Subdivision (6 


COOPER-JARRETT, inc. BC) 


: Wayne Industrial Park (140 BC) 

ae 7 4 oe 

The TRAFFIC MAN'S Line CLEVELAND 

Cleveland Manufacturing Sites, Inc., 21760 
Center Ridge Rd. Exec officer, Peter D. 
Kleist. 16 units. Acres occupied 135, 
available 45. Lease & purchase. Will 
build. A,C,E,G,H,L,M 3 miles, N 3 miles, 


YOu CAN USE OUR Q, R NYC, S,T 8 miles, U 3 miles, V,W, 
> A 


Ostendorf-Morris Co., East Ohio Bldg 

Exec officer, William B. West. Acres 

occupied 100, available 75. Lease & pur- 

chase. Build own. Will build. A,E,F,H,K, 
Ty W,X,Y. 


M.N,Q,R,S,T 8 miles, U,V,W 
Southwest Industrial Park (3 AC) 











COLDWATER 


Trucks, Tractors, Trailers, Terminals, and Freight Mov- Coldwater Industrial Sites, Inc. (30 A) 


ing Equipment .. . all are at your command! COLUMBUS 
r . 2 Columbus Industrial Park (265 BC) 
The right equipment, Double Bottom, Single Bottom. , , . (ae BC 
: ap ; S Lincoln Village (282 BC) 
Container Units . . . where you want it... when vou . : 7 
need it ... to handle the usual or the t 1 in freigh ens See ee eee 
cau : sual or inusual in freight r i J 
. Lincoln Village Industrial Park, 246 N. 


shipments. High St. Exec officer, Edward F. Wagner. 
14 units. Acres occupied 111, available 305. 
Lease & purchase Will build. A,C,E,F,H, 





Road equipment kept constantly at the highest peak 
f uct sonia Ea tig 8 K,M,Q,R,S,T,U,V,W,X,¥ 
of productive efficiency to warrant . . . to continue 
to receive . . . from an ever-growing list of shippers CONNEAUT 
... “CONFIDENCE-JUSTIF my Cumins Industrial Area, Box 156. Exec 
E-JUSTIFIED”! officer, Frank Campbell. Acres occupied 
“can ~— meteenen jo . 70, available 380. Lease & purchase. Build 
CON FIDENCE-JUSTIFIED” by the record of own, Will build. A,E,L,M,N,Q,R,8,T7,U,V, 
achievements . . . of scheduled maintained . . . of deliv- W,X,Y. 
eries made when promised . . . of obstacles overcome CRESCENTVILLE 
to give you the service you’ve come to expect from Crescentville Industrial Park (192 BC) 
Cooper-Jarrett, Inc. DAYTON 
Centreville Commercial Park (60 BC) 
Embury Park Industrial Plaza (24 AC) 
Industries, Inc. (12% AC) 
Moraine Industrial Park (20 AC) 
‘ , ing Pow, ; a) 
It’s working for you .. . right now! Southtown Industrial Plaza, 224 N. Wil- 
kinson St. Exec officer, Arthur Beerman. 
Acres occupied 60, available 150. Lease 
& purchase. Build own. Will build. A,C, 


' <M, iles, N. Q, S, T 4 miles, U 3 
YOU'LL FIND YOUR “CONFIDENCE-JUSTIFIED" BY re wee 2 7 


Multi-million dollar investment in freight handling 
equipment manned and maintained by men who know 
their business . . . backed by years of experience. 


Trotwood Industrial Park (42 A) 


COOPER - JARRETT INC. Whitfield Industrial Park (500 C) 


C es = FAIRFAX 
; : Fairfax Industrial Park (20 BC) 


“CONFIDENCE-JUSTIFIED” SERVICE TO ALL POINTS FROM TERMINALS IN... A~ FREMONT 


ALLIANCE, OHIO CLEVELAND, OHIO TOLEDO, OHIO ~ . = . ’ 

é > srce Sz sky 

BALTIMORE, MARYLAND COLUMBUS, OHIO TRENTON, NEW JERSEY near ag ig A Commerce of andusk} 
CHICAGO, ILLINOIS JERSEY CITY, NEW JERSEY UNIONTOWN, PENNSYLVANIA County (69 A) 

Weis Lu KANSAS CITY, MISSOURI WALLINGFORD, CONNECTICUT 
CINCINNATI, OHIO PHILADELPHIA, PENNSYLVANIA WHEELING, WEST VIRGINIA LEXINGTON 
CLARKSBURG, WEST VIRGINIA PITTSBURGH, PENNSYLVANIA ZANESVILLE, OHIO Lex Industrial Park (87 AD) 

LIMA 
Ford Park Industrial Development, % 
DT&I RR, Dearborn, Mich. Exec officer, 
D. E. Smucker. 7 units. Acres occupied 
400, available 500. Lease & purchase. 
Build own. E,F,H,L,M,N,Q,R,S,T,V. 
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MANSFIELD 
Mansfield Industrial Park (*0 AD) 


MAPLE HEIGHTS 
Denham Industrial Park (50 A) 


MEDINA 
C & Y Railroad Industrial Park, 12 East 
Exchange St., Akron. Exee officer, John 
Savely. 4 units, Acres occupied 25, 
available 200. Lease & purchase. Build 
own. Will build. A,C,E,F,H,L,M,N,0O,P,Q, 
R,S,T 10 miles U 3 miles, W,X,Y. 


MENTOR 

Cleveland Electric Illuminating Co., Box 
5000, Cleveland. Exec officer, R. L. De- 
Chant. Acres occupied 308, available 308. 
Purchase. A,W,X,Y,Z. 

Mentor Industrial District, Room 1119, 
Terminal Tower Bldg., Cleveland 13. Exec 
officer, B. P. O’Connor. 2 units. Acres 
occupied 148, available 519. Lease & pur- 
chase. Build own. B, L, M 5 miles, N, Q, 
R NYC, S, T 5 miles, U 20 miles, V, 
W,X,Y,Z. 


MIDDLETOWN 
Middletown Industrial Park Area (35 AC) 


MOGADORE 

AC&Y Industrial Park, Akron, Canton & 
Youngstown Railroad Co., 12 East Ex- 
change St., Akron 8. Exec officer, Joseph 
Savely. 8 Units. Acres occupied 50, avail- 
able 150. Lease & purchase. Build own. 
Will build. A,C, E,F,G,H,L, M 4 miles, 
N,O,P,Q,R,S,T 5 miles, U 5 miles, V, 
Ww,x,Y. 


MOUNT VERNON 
Mount Vernon Area Development Founda- 
tion (93 AD) 


OBERLIN 
Oberlin Improvement & Development Co. 
(80 AE) 


PARMA 
Snow-W 130th Industrial Park (150 A) 


SALEM 
Salem Area Industrial Development Corp. 
(110 AC) 


SHARONVILLE 

The Cincinnati Gas & Electric Co., 
Enquirer Bldg., Cincinnati. Exec officer, 
O. W. Pongrace. 1 unit. Acres occupied 
15, available 130. Purchase. Build own. 
A,D,F,L,N,Q,8,R, NYC, T 6 miles, U 56 
miles, U 25 miles, W,XY. Also 116 acres 
available with A,F,L,N,Q,R,S,U,W,X,Y. 


SIDNEY 

Sidney Chamber of Commerce. Exec 
officer, O. W. Pongrace. 4 units. Acres 
occupied 30, available 280. Purchase. 
Build own. Will build. A,D,F,H,L,N,Q,R, 
S,T,U,W,X, Y,Z. 

Sidney Industrial Development Corp. (15 
AC) 


SOLON 
Nickel Plate Development, Inc., Box 6119, 
Cleveland. Exec officer, M. B. Phipps. 7 
units. Acres occupied 700, available 400. 
Purchase. Build own. A,C,E,F,H,L,N,Q, 
R,8,U,V, W,2.8- 


SPRINGDALE 
Lodge & Shipley Industrial Park (50 AC) 


STOW 
Ohio Industrial Parks, Inc., 7620 Market 
St., Youngstown 12. Exec officer, Harold 
Flick. 4 units. Lease & purchase. Build 
own. Will build. Space for rent. Acres 
occupied 50, available 200. A,C,E,H,L,M 
9 miles, N 3 miles, O,P,Q,R,S,T 2 miles, 
U 2 miles, W,X,Y. 

TOLEDO 
Expressway Industrial Park, Edison Bldg. 
Exec officer, Louis Micheal. 10 units. 
Acres occupied 50, available 71. Lease & 
purchase. Will build. B,C,E,G,H,L,M 3 
miles, N 3 miles, Q 2 miles, R NYC, S,T 
5 miles, U 18 miles, V,W,X,Y,Z. 


D. H. Overmyer Warehouse Co. (6 A) 
VANDALIA 
Scholz Industrial Park (200 AC) 
WADSWORTH 
Wadsworth Industrial Park (20 AC) 


Wadsworth Development Corp., Citizens 
Please Turn Page 


eer see you 
SUPERIOR QUALITY 


UP 
FRONT 


e Patented leakproof 
hydraulics with overload 
and overflow valves 

e Hard-chrome plated 
pistons in honed cylinders 
@ Precision-machined oil 
lines—no pipes, no tubings, 
no packings 

e@ Magnetic oil filter 


DOWN 
UNDER 


® Box-section type push rods 
e@ Taper roller bearings on 
load rollers 

e Torsion-proof hardened 
joints 

e Effortless operation 
through pallet entry & exit 
rollers 


e@ Hand-operated 414” lift in only 3 strokes 
e Constant lowering speed regardless of load 


e All valves easily accessible from outside 
e Fully enclosed forks give maximum clearance 


Full 6 months warranty 


FULLY 
HYDRAULIC 


PALLET TRUCK 


Capacities: 2200, 3500, 4400 Ibs. 
Skid adaptors and/or brake 
optional. Available in all 
standard fork lengths with full 
variety of wheels to fit every 
requirement. Write for full information. 


STOKVIS MULTITON CORP. 


18 SECATOAG AVE., DEPT. D-2, PORT WASHINGTON, NEW YORK 
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Bank Bidg Exec officer : 
schwander. 2 units. Acres 
lable 150 Lease & purchas 
r Will build. Space fo 
m ww tn MS FE, »_ RE 
x, ¥, a 
WELLSTON 


Development & I 


WILMINGTON 
Development Corp., Box 152 
Don Beckett. 1 unit. Acres 


WILLOUGHBY 
dustrial Park (7 

WILLSHIRE 
Indu 


lishire Strial Devel 


AD) 
WOODLAWN 


Park 


lustrial 





“TOTAL Ste 


By knowing in advance WHEN your shipment will arrive you get 
security in low inventory. IML's TOTAL SERVICE gives you positive 
transportation control. With IML's dedicated fast Flyer schedules and 
instant communications — including a newly-instaled TEL-A-Kom 


system © teletype billing © radio control © electronic data 
processing and customer service expediting — your freight, 
regardless of size or frequency of shipments, moves under 
positive _ “wide Control. 


OVER THREE 


SS= isn 


Head Offices A 235 WEST THIRD SOUTH 
DECADES 


UNDER SAME OWNERSHIP 


DISTRIBUTION AGE, 


SALT LAKE CiTY 


JULY 


UTAH 


AND MANAGEMENT 


1961 


Stanley 5S 
avail- 
own 


2 Exec officer, 

Acres occupied 10, 
purchase. Build 

for rent Cc 
miles, U, 


Cincinnati 
Straus. 3 units, 
able 50 Lease & 
Will build. Space 
ca. ae See oe oF 


, Fo ee 


V3 miles, 


OKLAHOMA 


BARTLESVILLE 
Area Industrial 

960 Exec officer, R. S. Bed- 
Acres occupied 19%, avail- 
& purchase. Will build 
mat, oS, U, W, mF 


Bartlesville Development 
Corp., Box 
ford. 2 units 
able 114% Lease 


A, E. L, M, N, O, R 


CLAREMORE 
In (70 A) 


CLINTON 


Foundation (105 


(laremore, 


Clinton Industrial 


DUNCAN 
Chamber of Commerce's In 
dation (26 AD) 


lustrial Four 


FREDERICK 

officer, 
occupied 
build \ 


F rederick, In Box 508 Exec 
( G. Hudson. 5 units Acres 
25, available 125. Lease. Will 


BS, Ff, =m & UL Wi oe 
KINGFISHER 


County Development 


(16 AC) 
MUSKOGEE 


Industrial Site (60 AC) 


Kingfisher 
tion, Inc 


‘larkland 


OKLAHOMA CITY 
Cain-Rock Island Industrial Park, 1002 
LaSalle Station, Chicago 5. Exec officer 
P. J. Schmidt 3 units Lease & 
chase. Build own. A, C, E, G. H 
N. Oo. RB FT 4 miles, U, We FT 


May 


pul 
L, M 


Industrial District 


Park 


Avenue 


uhoma Industrial No (149 AC) 


Island Industrial Park 
Exec officer, Paul B 
% units Acres occupied 48, available 161 
Lease & purchase Build own Will 
build. A, C, E, F, G, H, L, M 5 miles, U, 
R CRIGP, W, XxX, Y¥ 
Santa Fe Industrial District, 900 Polk St 
Amarillo, Texas. Exec officer, R. D. Lut- 
ton. 21 units Acres occupied 115, avail- 
able 45 Purchase Build ow) A. ©, 4, 
oH. K, N. M, Q@, R Santa Fe, T, U 10 
miles, W, X, Y 
Willow 


Ok: 


Rock 
Tower 


Skirvin 
Strasbaugh 


00 


Springs Industrial District (3 AC) 


PONCA CITY 


Ponca City Industrial Foundation 


SHAWNEE 


Shawnee Industrial Foundation (42 


TULSA 


Mingo Industrial Center (113 AC) 


District, 900 Polk St 
officer, R. D. Lut 


Pine Street Industrial District ( 
Industrial 
Amarillo, Texas. Exec 
ton 1 unit Acres occupied 33, avail 
able 140 Purchase Build own his. © 


a hy om ee, SS, B, 8; 7, U, FS, FX 


Santa Fe 


Box 83S 
units 
100 Lease 


build A, 
Tr Ws 


District 
Siegfried 


Sheridan Industrial 
Exec officer, R H 
Acres occupied 100, available 

& purchase Build own Will 
2, oe ee eS, me, FF, @ RS 
Ww, 2 


OREGON 


BEAVERTON 
Southern Pacific Industrial 
Pacific Bldg., Portland 4 
W. G. Peoples. 2 units 
26, available 210. Lease & 
own. E, H, L, Q, R, 8, T, 


< 


District, 731 
Exec officer 
Acres occupied 


purchase. Build 
jf ae ae 


CARVALLIS 
Wilson B) 


EUGENE 

Industrial Development 
officer, Paul R. Lafferty 
Acres occupied 29, available 1 

& purchase Build own Will build 
C2, a ety Say Ge ee eR ae 
Y, Z 
Southern I 
A) 


Robert C (20 


Seneca 


box ec 


*acific Industrial District 





GRANTS PASS 
Caveman Industrial Park (44 AC) 


HILLSBORO 

Hillsboro Industrial Development Corp. 
(14 AC) 

MADRAS 
City of Madras Industrial Site, Box 566. 
Exec officer, Jack Naff. 12 units. Acres 
occupied 35, available 125. Lease & pur- 
chase. Build own. D, E, F, H, R, 8, U, 
Uy ny ee 

McNARY 
Port of Umatilla Industrial Area (231 AD) 


sinicaiant <a@@be. «4, WHY PORTLAND 


Kellogg Park (40 AB) 


ONTARIO ) - ; ye HARBOR TOPS 


Ontario Industries, Inc. (28 AD) 


ORTLAND omens (i. THE PACIFIC 


Commission of Public Docks, Terminal 4, 
3070 NW Front Ave, 10 Exec officer, 
Thomas FP. Guerin. 6 units Lease. D 
R 


haa P Cuerit 6 * reece 7 a COAST IN 


Spokane Portland & Seattle Railway Co 
1101 American Bank Bldg Exec officer, 


N. S. Westergard 16 units Acres oc- 
cupied 89, available 18 Purchase Build 
own. Will build. C, G, H, L, M, N, Q, 
- oF - 'y 7 


R, S, T, U 7 miles, V, W, X 


Swan Island Industrial Park, Box 4099 , NNAGE 
Exec officer, Carl H. Cover 7 units ‘ ' a TO 

Acres occupied 80, available 150. Lease & . : 

purchase. Build own. Space for rent. A, 
DD x, ow bw. ON, OB, 8, 3 OL We 
Y 


PRINEVILLE - : m The big “why” is answered by the 


Prineville Economic Development Board . ‘ p 
(70 BD) om ; water grade route of the Columbia 

WHITE CITY ; ” ; . 
White City Industrial Area Box 526. Exec 
officer, John L. Laden. 24 units Acres 


occupied 300, available 600. Lease. Will Ree Ps — trading empire of 210,000 sq. miles 


buile Build own. Space for rent. B, ¢ 


Fr. Hw, M,N, G: RS, U; HW, ©. at cost-saving freight rates to or 


River. Shippers reach a vast inland 


t from Portland. Efficient centralized 
PENNSYLVANIA é a management of Portland Public 


ALLENTOWN Docks makes doing business with 

Devonshire Park (100 A) ‘ : 

Portland a fast, money-saving 
ASHLAND 

Ashland Area Industrial Development : experience for bulk and general 

Group, Inc. (25 A) 1 * 

cargo shippers. 

BELLE VERNON 


Rehoboth Industrial District (205 D) 


Pacific Coast Dry Cargo Tonnage 


aera B nbtting: seg . PORTLAND 2,606,650 tons 
sburgh estern and Corp. (120 () 

2 . Los Angeles 2,362,850 tons 

. BETHLEHEM ‘ : . Seattle 2,163,400 tons 

ann Valley Industrial Park, Inc (235 Tie . Long Beach 1,788,700 tons 

BUTLER 4 . Stockton 1,432,000 tons 

Community Development Corp. of Butler : ; . San Francisco 1,422,650 tons 


County (62 D) 
Source—U. S. Dept. of Commerce 
CLARION . ” 


Clarion Industrial Park (100 A) 


COALPORT 
BCI Industrial Development Assn. (14% 
AD) 
CORRY 

Corry Area Industrial Development Corp 
Municipal Bldg. Exee officer, Stewart A 
Long 4 units. Acres occupied 20, avail 
able 100. Lease & purchase. Will build 
Space for rent A, E, lL, M,N, Q, R, 8, 


a; wy Wy ae 








DOWNINGTOWN For rate information contact: 


Acorn Industrial Development, 915 N Sales-Traffic Department 
Delaware Ave., Philadelphia 23 Exec 


officer, Charles L. Tabas. 8 units. Acres 4h 
occupied 25, available 100. Lease & pur- POR LAND 
chase Build own. Space for rent B, E, 


FH, G, KL, MN, 0, P,Q, RST | PUBLIC DOCKS 


ERIE 
Erie Industrial Park (158 AD) 





Operated by the Commission of Public Docks 
3070 N.W. Front Ave. Portland 10, Oregon 
FT. WASHINGTON | CA 8-8231 Cable (DOCOM) TWX PD309U 


Ft. Washington Industrial Park. Exec EASTERN REPRESENTATIVE: Buckley & Co., 170 Broadway, New York 38, N.Y. 
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‘How much does 
it cost you 
when your 
warehouse Is 
half empty? 


Every vacant square foot increases 
your product cost. For maximum 
flexibility and economy, public 
warehousing is your most profitable 
answer. Investigate the competi- 
tive advantages of the AWA Pay- 
as-you-use Plan. 


Write for Free Directory listing locations 
and space availabilities to fit your needs 


512 Members Offering 
1,273 Distribution Centers, 
Merchandise Warehouses 
& General Storage Facilities 
American Warehousemen's Association 
222 W. Adams St. * Chicago 6 * Randolph 6-5550 





Put your 
freight on 
this Expressway 




















... it’s designed, equipped and operated 
for your complete shipping satisfaction. 


‘Rio-Grande 


The Shippers’ Railroad 
Traffic Offices 
in 38 Cities 





DENVER & RIG GRANDE WESTERN RAILROAD 


(& C401 CRADIORO. Vice President —Trwic - Rie Grunts butiding © Oveve Colerede 
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officer, Elmer F. Hansen. 26 units. Acres 
occupied 130, available 400. Lease & pur- 
chase. -" — Space for rent. A, 


Cc, 
E, H, K , U 10 
WiXY. » Q miles, S, R PRR, T’ 


GREENVILLE 


teynolds Development, Box 606. 
officer, Robert B. Parker, Jr. 18 
Acres occupied 150, available 750. Lease 
& purchase. Build own. Will build. 
Space for rent. A, D, E, H, K, L, M, N 
O, P,Q, R, S, T, U 13 miles, W, X, Y. 


Exec 
units. 


HUNTINGDON 
Huntingdon Industrial Park (62 AD) 


HYNDMAN 


Hyndman-Londonderry-Industrial Corp 
(15 AD) 

INDIANOLA 
Northeast Industrial District (200 C) 


JOHNSTOWN 
Johnstown Redevelopment Authority (18 
») 


NEW KENSINGTON 
New Kensington Enterprises (6 AD) 


LEWISBURG 
Lewisburg Industrial Park. 
H. Bendt 1 unit. Acres occupied 3, 
available 97. Purchase. Build own. Will 
build. A, D, E, L, M,N, Q, R, §S, T, U, 
ee oe 


Exec officer, 


McKEES ROCKS 
McKees’ Rocks Industrial 


(100 C) 


Enterprises 


MECHANICSBURG 
Mechanicsburg Area, 22 E. Main St. 
Exec officer, Mrs. Elizabeth Fertenbaugh. 
5 units. Acres occupied 700, available 600. 
Purchase. Build own. C, B, G, H, L, M, 
ay eo ay ee ee es Vp We ee 


MERCERSBURG 
Mercersburg Development Assn. (45 AD) 


MONROEVILLE 
Monroeville Industrial Park (44 C) 


MT. PLEASANT 


Mt. Pleasant Industrial Real Estate Co. 
(15 AD) 


NEW BETHLEHEM 
New Bethlehem Area (20 D) 


NORTH FAYETTE TWP. 
Nelson Industrial Park (69 C) 


PHILADELPHIA 


Food Distribution Center, 12 S. 
Exec officer, V. D. Northrup. 
Acres occupied 100, available 250. Lease 
& purchase. Space for rent. D, K, M 2 
miles, O, P, Q 1 mile, R, S, T 3 miles, 
U 3 miles, V, W, X, Y 


12th St. 
100 units. 


International Airport Park, 1810 Morris 
Bldg. Exec officer, R. Graves. 1 unit. 
Acres occupied 70, available 96. Lease & 
purchase. Space for rent. A, D, E, F, H, 
L 1 mile, N 1 mile, P, Q 1 mile, R, S, T 4 
miles, U, V, W, . a p 


North Philadelphia Airport Industrial 
Parks, 1810 Morris Bldg. Exec officer, R. 
Graves. Acres occupied 134, available 323. 
Lease & purchase. Space for rent. A, D, 
E, H, F, K, N 1 mile, P, Q 1 mile, R 45 
acres, S, T 4 miles, U, V, W, X, Y. 


Northeast Industrial District (35 A) 
Northeast Industrial Park (26 A) 
Philadelphia Industrial Development, Tor- 
resdale Properties (42 A) 
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Philadelphia Industrial Development, 


Front and Luzerne (12 A) 
Industrial 


Roosevelt Blvd. Development 


(39 A) 


Roosevelt Industrial District, 2311 Penn- 
sylvania Ave. 10 units. Acres occupied 
100, available 300. Lease & purchase. E, 
F, H, L, M 12 miles, N 1 mile, Q 1 mile, 
R, S, T 2 miles, U 1 mile, V, W, X, Y. 


PITTSBURGH 
Buncher Industrial District (52 CA) 
Carson Industrial Development Corp. (16 
A) 


Nelson Industrial Park (300 B) 


PORTAGE 
Portage Development Assn. 


QUAKERTOWN 
Quaker Industrial Park, Inc. 


READING 
Greater Berks Development Fund, 52 N. 
4th St. Exec officer, T. W. Cadmus. 3 
units. Acres occupied 106, available 135. 
Lease & purchase. Build own. Will build. 
A, D, E, L, M, N, Q, R, S 24 miles, T, 
C,. W, am. ae 


(26 AD) 


(203 AC) 


SHAMOKIN 


Area Industrial (1000 


Shamokin Corp. 
) 


SHENANDOAH 
Progress Industrial Park (30 AD) 


SOMERSET 
Somerset County Development Council 
(215 AD) 

UNIONTOWN 
Greater Uniontown Industrial District (20 
BD) 

UPPER MERION TWP. 

King of Prussia Park, 1421 Packard Bldg., 
Philadelphia 2. Exec officer, Gerald ; 
Blakeley, Jr. 7 units. Acres occupied 
168, available 455. Lease & purchase. 
Build own. Will build. A, E, K, N, Q, 
Rn SU Fy Wy ae 


RHODE ISLAND 


CRANSTON 
Pettaconsett Industrial Park (12 AC) 
NORTH SMITHFIELD 
Woonsocket Industrial Park (20 D) 
PROVIDENCE 
West River Industrial Park 


WARWICK 
Warwick Industrial Park (12 AC) 


SOUTH CAROLINA 


COLUMBIA 
Columbia Industrial District (60 D) 


SPARTANBURG 

Box 1523. Exec officer, A. J. 
Acres occupied 40, avail- 
Build own. 
ee a 


(18 BD) 


Bond Park, 
Hobbs. 3 units 
able 100. Lease & purchase. 
Will build. B, E, L, M, N, Q, 
U, W. ae os 

SUMTER 
Sumter Industrial Park (75 D) 


SOUTH DAKOTA 


ABERDEEN 
Aberdeen Development Corp. 
BROOKINGS 
een Industrial Development Corp. 
AC) 


(11 AC) 


MADISON 
Madison Chamber of Commerce, Inc. (7 
A) 





TENNESSEE 


CLARKSVILLE 
Clarksville Chamber of Commerce, Box 
628. Exec officer, Mrs. Wava W. Frey. 
3 units. Acres occupied 60, available 150. 
Lease & purchase. Build own. Will 
build. A, E, F, R, S, U, V, W, X, Y. 


DYERSBURG 
Dyersburg Industrial Park (167 D) 


JOHNSON CITY 

Johnson City Industrial Park, Clinchfield 
Railroad, Erwin, Tenn. Exec officer, 
Thurman B. Martz. 2 units. Acres oc- 
cupied 22, available 78. Lease & purchase. 
Build own. Will build. Space for rent. 
All facilities and R, S, T, U 15 miles, V, 
7 a Oe 


KNOXVILLE 

Pleasant Ridge Industrial District, 920 
Gay St. Exec officer, David D. Dickey. 
14 units. Acres occupied 55, available 50. 
Purchase, Build own. Will build. A, D, 
BE, H, K, M, N, Q, 8, T, U 13 miles, V, 
", a. = 

LEXINGTON 
Lexington Industrial Improvement Assn., 
Inc. (34 AD) 


McMINNVILLE 
MeMinnville-Warren County Chamber of 
Commerce, City Electric Bldg. Exec of- 
ficer, D. P. Henegar. 3 units. Acres oc- 
cupied 50, available 90. Lease & pur- 
chase. Build own. Will build. A, D, E, 

34 Ty Wa Me ae 


B, 8, 1 


MEMPHIS 

3elz Industrial Park District, 1175 More- 
head St Exec officer, Jack A. Belz. 20 
units. Acres occupied 100, available 200. 
Lease & purchase. Will build. Space for 
rent. A, & HL, N, Q, BR ST. VU, Y, 
, oe oe 

Presidents Island, Box 224. Exec officer, 
James R. Pirtle. 45 units. Acres occupied 
960, available 520. Purchase. Build own. 
D, L, M, N, Q, R, 8, T, U 5 miles, W, X, 
¥. 


Yale Industrial Subdivision (18 A) 


MURFREESBORO 
Murfreesboro Industrial Park, County 
Court House. Exec officer, Judge James 
A. Threet. 1 unit. Acres occupied 106, 
available 87. D, F, L, M, N, Q, R, S&S, 
Ts wee ee 


OAK RIDGE 
Oak Ridge Development Corp. (400 A) 


SPRINGFIELD 
West Side Industrial District, Box 377. 
Exec officer, Charles Ralph. 5. units. 
Acres occupied 80, available 40. Purchase. 
Will build. A, D, B, H, L, N, P, Q, §S, 
'; Vy We ee Ee 


TEXAS 


ABILENE 
Western Industrial Development Co., 4001 
South First St. Exec officer, Jack Hughes. 
8 units. Acres occupied 70, available 300. 
Lease & purchase. Build own. Will Build. 
A,B, G, L, M,N, Q, BR, 8, T, U,V, W, 
a oe 


ADDISON 
Addison Industrial District (27 D) 


ALICE 
Alice Industrial Foundation, Inc. (160 D) 


AMARILLO 
Santa Fe Addition, 900 Polk St. Exec 
officer, H. C. Vincent. 3 units. Acres 
occupied 33, available 217. Lease & pur- 
chase. Build own. A, C, H, K, L, M, N, 
O, P, @, RB, & T, U 12 mites, W, 3, ¥. 


AUSTIN 
Industrial Terrace (104 A) 


BEAUMONT 
Santa Fe Industrial Park, Oakcrest Drive 
and Highway 96. Exec officer, G. W. Cox. 
1 unit. Acres occupied 20, available 115. 
Lease & purchase. Build own. A, C, H, 
K, M, O, P, Q, R, S, T, U 24 miles, V, 
W, Y. 


CARROLLTON 
Carrollton Industrial District, Box 959, 
Tyler. Exec officer, R. D. Klein. 3 units. 
Acres occupied 30, available 220. Lease 
& purchase. Build own. D, E, F, R, §S, 
a We ae oe 


CORSICANA 
Corsicana Industrial Foundation, Ince. 
(205 A) 


St. Louis Southwestern Industrial Acre- 
age (87 D) 


DAINGERFIELD 
Greater Cypress River Industrial Com- 
mission (1000+ BD) 


DALLAS 
Brook Hollew Industrial District, 2828 
Southland Center. Exec officer, W. C. 
Windsor. 250 units. Acres occupied 1200, 
available 450. Lease & purchase. 3uild 
own. Will build. A, C, E, G, , K, N 
YS @ &. & TU; ¥,. WW, 2a © 


Case Linda Industrial District, 1030 Mer- 
cantile Securities Bldg. Exec officer, 
George W. Wood. 3 units. Acres oc- 
cupied 25, available 105. Lease & pur- 
chase. Build own. A, C, E, H, L, M, N 
o.. 2 & TU, WW, a Ft 


Garland Realty Industrial Property, 1030 
Mercantile Securities Bldg. Exec officer, 
George W. Wood. 1 unit. Acres occupied 
50, available 112. Lease & purchase. 
Build own. A, C, E, L, M, N, Q, R, S, 
7% Us. We ee Be 
Great Southwest Industrial District, Box 
8105, Dallas. Exec officer, Angus Wynne, 
Jr. 34 units. Acres occupied 407, avail- 
able 5500. Lease & purchase. Build own. 
Will build. Space for rent. A, C, E, G, 
KE MN, GQ fF, ao BS Th Ws, a FT, 
Z. 
Oak Cliff Industrial District, 1030 Mer- 
cantile Securities Bldg. Exec officer, 
George W. Wood. 11 units. Acres oc- 
cupied 57, available 180. Lease & pur- 
chase. Build own. A, C, E, H, L, M, N, 
on, & EU. Vv, Ww. & Y. 
DENTON 
Denton Industries, Inc. (75 AC) 


EL CAMPO 
El Campo Economic Development Corp. 
(55 D) 


EYLAU 
Eylau Industrial Acreage (132 D) 


FT. WORTH 
Saginaw Industrial District (112 AC) 


St. Louis Southwestern Industrial Acre- 
age (13 D) 

Westcliff Industrial District, 207 Century 
Life Bldg. Exec officer, George W. Wood. 
11 units. Acres occupied 71, available 64. 
Lease 6 & purchase 58. Build own. A, C, 
a2, = om OS, RB, 8, T, U, Wi; wee Fe 


GALVESTON 
Airport Industrial Park, Chamber of 
Commerce, 315 Tremont St. Exec officer, 
K. E. Hoover, Jr. 14 units. Acres oc- 
cupied 32, available 330. Lease. Build 
own. Will build. Space for rent. B, D, 
RG, EB aN, P, Oo 5, Th Us ¥, Wa &- 


GARLAND 
Penrod Industrial District (42 AC) 
Read Industrial Property (60 AC) 


HARLINGEN 
Arroyo Colorado Navigation District of 
Cameron & Willacy Counties. (500 State 
municipality) 


HENDERSON 
Henderson Industrial Trust, 205 N. Main. 
Exec officer, Rex Carpenter. 5 units. 
Acres occupied 85, available 51. Purchase. 
Build own. Will build. A, D, E, F, L, M, 
x ak & Ff GW a k 

HOUSTON 

Central Industrial Park (600 AC) 
Highland Industrial District, 2301 Gulf 
Bldg. Exec officer, Hugh January. Acres 
occupied 87, available 117. Purchase. 
Build own. Will build. A, E, F, G, H, K, 
M,N, Q, R, S, T, U 20 miles, V, W, X, Y. 
North Houston Industries, Inc., 720 Bank 
of Commerce Bldg. Exec officer, William 
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or periscopes 


The better way 
is Santa Fe 


No matter what you ship 
call the nearest Santa Fe 
Traffic Office and let the 
“railroad that’s always on 
the move toward a better 
way” go to work for you. 








Santa Fe 


The Directory... 


Continued from Preceding Page 


\. Smith. Acres occupied 35, available 


86. Purchase. Build own Will ° build 
.E FF, G, , L, M,N, Qo, R, 8, T, U 


Industrial District (18 AC pUTCRAaSE : 
? . a 2 X 


Sharpstown Industrial Park, 


Southwest Bldg. Exe: 
Sharp. Acres occupied 
Purchase. Build ow 


G, H, L, M, N, Q, RB. S 


INWOOD 
uuis Southwestern Industri 
i 
IRVING 


Industrial District Rock 
. 1002 La Salle Statio: Chicage cGregor Ind a 
officer, P. J. Schmidt. 4 units 
upied 80, available 80. Lease 
hase. Build own. E, G, H, 1 
Se, eae 


la 


g Industrial District 
uuis, Mo. Exec officer 
units Acres occup 
Purchase Build 
af. ee ae 


JACKSONVILLE 


Industria Four 


KILGORE 


Industrial Foundatio1 


KINGSVILLE 


-Kleberg Co. Cham! 


LA GRANGE 
Industrial Fou 


A WORLD-WIDE 
SERVICE FOR 
CONTAINERIZED 
CARGO 


A leader in the field of con- 
tainerization, CTI shipped 
over 32,000,000 pounds of 
household goods alone last 
year in a fleet of 4,000 
containers—an average of 
75 container shipments 

per day. 

CTI’s service can simplify 
your shipping problem for any 
cargo, any destination because 
all shipments from points 
within the U.S. to overseas 
areas move on a single bill of 
lading; costs are based on one 
thru-rate from origin to 
destination. 

Call or write now for complete 
details on container rentals, 
thru-rates for household goods 
or any cargo. 

CONTAINER TRANSPORT 
INTERNATIONAL INC. 

17 State St., N.Y. 4, N.Y. 

Whitehall 3-3240 


Offices in major cities 
throughout the world. 
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LONGVIEW 

Districts 

a oe ‘ > , r, W alter 
Will 


j trial 
istrial 


available 238 ease Tyler 


build, D, BE, L 


15 ‘ i LUBBO 
Will buil d szubbock Central Ine 


EGOR 


Age 


McGR 
MID 
MIN 


ODESSA 


SHALLOWATER 


Industrial Center (1100 


Lubbock County 
A) 
TEMPLE 

Temple Industrial Park, 301 South Main 
Exec officer, G. W. Cox units Acres 
occupied 32, available 240. Lease & pur- 
chase. Build own. A, C, E, F, G, K, N 
oO. Fae S. 6. 2 UN, Wi as 2 

TYLE 
Industrial Acre 
Industrial Found: Do ‘ Box 
390. Exec officer Carney ri 
units, Acres occupied , available 125 
Lease & purchase 1 own. Will build 
I rict | 4A, D, E, F, L, M . P, Q. R, 8S, 

xX 


Koch 


Tyler 


MANSHALL 


ndatic 


VERMONT 


BURLINGTON 
Industrial Park (2 
RUTLAND 
lustrial Park (53 AD) 


VIRGINIA 


ALEXANDRIA 
Industrial Park (11 
CHRISTIANSBURG 

County Developr 


NEWPORT NEWS 


‘opeland Industrial Park (760 LD) 


NORFOLK 
ria Park Roc 


7 108 City 
Ss. Hudg 


Louis 
ipied 65 available 0 


i ow! D.-E, &, ts. Ws 








REPAIR FLOOR CRACKS 


with new plastic material 


A new plastic material formulated for the 
specific purpose of repairing floor cracks and 
preventing surface deterioration is announced 
by The Monroe Company, Inc., Cleveland. 


Before 


Known as “Jiffy Floor”, it is a fine granular, 
ready-to-use plastic product that can be ap- 
plied without interfering with production or 
traffic. It readily fills hairline cracks, shal- 
low holes, spalled floors or expansion joints. 
Immediately after application, it will withstand 
heaviest loads. 

Jiffy Floor contains no asphalt, cement, sand 
or gravel. It will not crack, crumble or curl. .. 
is not affected by temperature changes .. . can 
be applied indoors or out. 

Jiffy Floor is waterproof, dustless, skidproof 
and noiseless. Available in 5-10-30 and 55-gallon 
drums, ready for easy use. For further informa- 
tion, write The Monroe Company, Inc., 10707 
Quebec Avenue, Cleveland 6, Ohio. 
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RICHMOND 
Walthall Industrial Distriet (100 ©) 


ROANOKE 
Blue Ridge (64 A) 


SPRINGFIELD 
Shirley Industrial Area, Edsall Rd. and 
Shirley Highway. Exec officer, Carlyle R 
Boguess 9 unit Acres occupied 90 
available 56. Lease & purchase. Build 
own. Will build. C, H, E, L, M, N, P, Q, 
R, 8, T, V, W, X, } ; 


WINCHESTER 
Winchester Industrial Development Corp 


(92 A) 


WASHINGTON 


ARLINGTON 
\rlingtor Airport (800 A) 
BELLEVUE 


Overlake Park (2 


) CY) 


EAST SPOKANE 
Norther Pacific Industrial Site, 91! 
Smith Tower, Seattle. Exec officer, P. D 
Edgell 10 units 
available Th) 


s, T, U, W 


Acres occupied 10, 


Lease. Build own. E, H, R, 


EVERETT 
Paine Field Airport. Exe officer, George 
Petrie. 4 units. Acres occupied 15, avai 
ible 132. Lease Build own. Will build 
Space for rent. A, D, E, G, F, K, Q. M 


a a m WwW. ¥; Zz 


Pug Soumn ndustrial District (2000 B) 


KENT 


Wieser Industrial Park, 8042 S. 200 S 


SPOKANE 
Spokane Industrial Park, In¢ Exec of- 
ficer, Charles J. Crocker. 40 units. Acres 
eccupied 300, available 250 \ E, F, G 
i, he See 20~ Ss 2 GG, Ry & Be ws we 
X, Z 


TACOMA 

Port of Tacoma Industrial District. Exes 
officer, J R W ood: uc 7 units Acres 
occupied 1500, available 1500 Purchase 
Build own. R, S, T, V, W, X, Y, Z 
Port of Tacoma Industrial 
District, Box 1612. Exe: icer, Marcus 
KE. Anderson. 65 units. Acres occupied 
1200, available 1200. Lease & purchase 
Build own. Space for rent. K, R, S, T 
iY, w ¥ 


Development 
ff 


TUKWILA 
Andover Industrial Park 
ton Bldg. Exee officer, Wells 
tf units. Acres occu) ied 325 
a e. Eh Ge EA ey 
Xx, Y 

YAKIMA 
Moxee Development S04. 5S 
Exec officer, F. F. Young 
occupied 150, available L000 
purchase Build own. Will bu 
for rent. B, C, E, R, S, T Ww 


WEST VIRGINIA 


BELLINGTON 
Lellington Industries, In 
officer, C. L. Armentrout 
eccupied 30, availabl 100, J 
chase Will build. Space fo 
I Ll, QO N, KR 8 % w, X 


MARTINSBURG 


Ardew Development Co Inc 


BOYCEVILLE 


Royceville Development Corp. (3 A) 


FOND DU LAC 
Greater Fond du Lac and Lake Win- 
nebago Industrial Development Corp 
Exec officer, R. W. Mills. 12 units. Acres 
occupied 94, available 190. Lease & pur. 
Will build. A, E, F, L, M, N, 9, 
t pm | 


chase 
P, Q, I Ww, 
HALES CORNERS 
Hales Corners’ Industrial Development 
Corp. (8 AD) 

JANESVILLE 
Janesville Industrial Development Corp 
(132 AD) 

MANITOWOC 
Manitowoc Industrial Development Im 
(17 AC) 

MARINETTE 
Marinette Area Industrial 
Corp. (120 B) 


Development 


MILWAUKEE 
Greendale Industrial Park (34 C) 
Robert A. Polacheck Co. (11C) 

PARK FALLS 


Park Falls Area _ Indust 
Corp. (24 A) 


Development 


RACINE 
Racine Chamber of Commerce Industria! 
Park (40 AD) 


ST. FRANCIS 


Great Lakes Construction Co 


(47 B) 
STEVENS POINT 


Stevens Point Industrial Development 


\ Corp. (15 AC) 

Exec officer aul Wieser units. Acres 

occupied 16, available 100. Lease & pur- 
OK 


chase, Build own. Will build. B, E K, WISCONSIN 
; Exec officer, Walter G. Roehl. 13 units 


NN, & Pa SR Sy Ee NE We ae 8 
BARABOO Acres occunied 47, available 50. Purchase 
Expansion Co Will build. A, C, E, G, K, M 2, N %&, 
1 g & S23. UM, Ve ee eee 


WAUSAU 
Schofield Industrial District, PO Box 569 


PASCO Baraboo Industrial 


strial Park (50,0¢0 D) (40 AC) oO, P, Q 


JIFFY PADDED 
SHIPPING BAGS 


- HOLDING 
THE LINE 
ON DOCK 
LOADING 
COSTS 





JIFFY 
PADDED 
SHIPPING 
BAG — 


the all-in-one 
shipping unit — 
provides cushioning, 
moisture-resistance, 
insulation, and heavy 
duty protection. 
Saves labor, time and 
materials. Handy 
tear-tape opener for 
easy removal of 
contents. 


Mai DINER 


Down goes a Magliner, down go costs! ... . and they stay down 
with Magliner Magnesium Dock Boards on the job! Magnesium 
light for one man handling . . . magnesium strong for rugged 
service .. . Magline-designed to keep loads in motion. . . safely, 
smoothly, economically! Send today for your copy of “Difficult 
Dock Problems”—the bulletin that helps you spot and correct 
high-cost dock loading problems. 


Request Bulletin DB-204, Magline Inc., P. O. Box 57, Pinconning, Mich 


MAGLINER 
MAGNESIUM DOCK BOARDS 
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Send for 
your FREE SAMPLES 
today! 





JIFFY MANUFACTURING COMPANY 


360 Florence Avenue Hillside, N. J. 
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New profits through 
centralized traifie control 


By Warren E. Crane Lumber products are going to market in new 
packages that mean better protection, easier 


product identification, and increased sales 


per, redwood lumber and hardboard has been 
one of the important factors in the phenomenal 
success of Georgia-Pacific Corp. 

An aid to the corporation’s sales program is its 
efficient Traffic Department. This group, under the 
general direction of W. C. Cole, general traffic man- 
ager, has worked out a system that gives it a constant 
inventory of its shipments. 

The department has worked out a series of time- 
saving forms that give a complete picture of the dis- 
tribution system. 

One of these is a form (Fig. 1) 8% by 11 in. 
headed, “Report of Cars Ordered and Furnished.” It 
has spaces that show the number of boxcars as well 
as the number of flats, gondolas and chip cars ordered 
and furnished. There are also spaces in the lower 
part for “cars held over from placement on previous 
dates” and “sd: single door; dd: double door.” 


perigee) traffic control over plywood, pa- 


Attractive protective packaging is 
an innovation that assures correct 
grade of lumber in prime condition 


This package consists of two layers 
of kraft waterproof paper which drops 
over load. Dealer uses the same wrap 
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Another 8% by 11 in. sheet (Fig. 2) is the “Car 
Shipped Report.” It shows a list of orders with the 
headings, ’order number, consignee, destination, car 
number and routing.” These sheets provide manage- 
ment with an instantaneous check on the exact rout- 
ing situation in all of the shipping departments. 

A Georgia-Pacific innovation which involves at- 
tractive and protective packaging of high grade 
lumber assures the buyer that his lumber will have 
the correct grading and be in perfect condition on 
arrival. 

One of the main problems of the traffic managers is 
the selection of the right mediums for shipping. They 
usually use rails for long distance shipping from 
Portland to Chicago. Motor freight lines are employed 
for shorter shipments along the Pacific Coast or for 
deliveries from a local yard to local building jobs. The 
company would like to see more use of double door 
freight cars that make it possible to load and unload 
them quickly and efficiently, but this equipment is not 
always available. 

The company has modern lumber carriers, fork lifts 
and carriers. They all unite in providing quick service 
to the various branches of this far-flung corporation 
that has plants in Briceland, Calif.; Coos Bay, Ore. 
(four plants) ; Coquille, Ore.; Eureka, Calif.; Feather 
Falls, Calif.; Olympia, Wash. (two plants); Samoa, 
Calif. (three plants) ; Springfield, Ore. (two plants) ; 
Toledo, Ore. (three plants) ; Cleveland, S. C.; Enfield, 
N. C.; Greenwood, Miss.; Jackson, Miss.; McKeever, 
N. Y.; Plymouth, N. C.; Rocky Mount, N. C.; Savan- 
nah, Ga., and Steelwood, Ala. It also has timber 
options in Alaska. The main sales office for the south- 
ern division is located at Augusta, Ga. 

Georgia-Pacific has about 300 employes in its home 
office in Portland, Ore., and approximately 9000 others 
employed in various plants and timber lands through- 
out the nation. It also has an export division under 
the direction of William Schlauch. The export depart- 
ment has agents in 36 countries of the world. 

Georgia-Pacific is one of the nation’s largest inte- 

(Please Turn Page) 


Fast, easy loading is a prime advantage of packaged build- 
ing materials, Packaged redwood-finish lumber is example 


DISTRIBUTION 


Figures 1 (top) and 2 (bottom) show the time-saving forms 
used by the traffic manager for his central traffic control 


Colorful packages make sales easier, save inventory time, 
protect products. Packages range from strapping to plastics 
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... Traffie control 


(Continued from Preceding Page) 


grated producers and distributers of forest products 
including plywood, paper, redwood containerboard, 
lumber and hardboards. Chemicals will soon join this 
list. In their various lines are different grades and 
weights of Kraft paper and containerboard and 20 
varieties of hardboard embracing tempered, corru- 
gated, perforated and textured panels. A line of ply- 
wood products of all varieties is manufactured, includ- 
ing marine, scarfed, textured, decorative, architec- 
tural and factory-finished hardwood panels. The com- 
pany is also one of the largest producers of Redwood 
lumber and specialties, and manufactures lumber and 
timbers of various species. 

“Packaging is a vital, visual selling tool.” That 
constitutes the theme behind a new series of protec- 
tive packages for many types of Georgia-Pacific 
products. 

The various advantages to the customer through 
packaging, ranging from labor saving to protection 
of the product, reduction of loss and damage, and 
inventory speed-ups have been widely accepted. 
Furthermore, one must not overlook the point-of- 
purchase selling jobs a good attractive package can 
bring about. 

This program, employing the new triangular trade- 
mark in multiple-pattern strips printed in bright 
attractive colors, is an interesting “family” group of 
packages. Each product is easily identified as emanat- 
ing from Georgia-Pacific. 

With nationwide distribution and production com- 
ing from its plants in both the West and East, such 
a changeover in packaging cannot be made in a very 
short time. The largest part of the company’s ply- 
wood business comes through its 66 warehouses. Most 
of their lumber business is through wholesalers and 
jobbers. 

The first item to appear in the new “selling’”’ pack- 
age was lumber. This was followed by hardboard. 
Factory-finish hardwood wall paneling now comes off 
the production line in a new attire. Following at 
close range was the attractively packaged Western 
softwood. 

In the same packaging family is Georgia-Pacific’s 
line of chemicals. 

Factory-finish “Family Proof” hardwood panels 
formerly were sent to market in cartons that con- 
tained ten panels each. Long experience has demon- 
strated that the average dealer’s sales are in loads of 
less than ten. Therefore, the new package contains 
only six panels. It eliminates some of the dangers 
from storage of opened cartons, and carries the new 
G-P selling message in color. The product designation 
is printed on both the sides and ends of each package 
for easy identification. 

Similar tight-fitting bags now are being used by 
the hardboard division for several of its products. 
They combine easier handling, complete protection, 
and built-in eye appeal. 

Georgia-Pacific’s continually improving packaging 


Pallet-Packaging System 


p.ored furniture is handled more easily under a pallet- 

packaging system developed by Manning’s Warehouse 

Corp., Neptune, N. J. Costs are reduced. Two vault 

sizes—245 cu ft and 187 cu ft—are loaded in vans by a 
Yale Worksaver electric lift truck 


system now runs the gamut from the new panel bags 
to unitizing of dimension lumber and boards with 


steel straps or wire. 

Some lumber items are cartoned. Others are now 
coming to the markets in new attractive wrappings of 
plasticized kraft paper. The color printed is designed 
to match attractive new bags. 


Request Packing 

Several redwood items are now being offered by 
G-P in moisture-sealed packages. They are thin panels 
in 6, 8 or 10 in. widths with one length to the pack- 
age, factory-sealed siding, and redwood finish lumber 
and pattern stock. 

G-P fir finish and stepping in C and better grades 
also come now in plasticized kraft wrappings. Fir 
and pine lumber boards, dimension lumber, and small 
squares are unitized and steel strapped at the cus- 
tomer’s request. 

Georgia-Pacific produces 40 hardwood items. All 
of them are packaged for customers who express a 
preference for it. Some are automatically packaged 
in color-printed bags or strapped in bundles. Such 
items as underlayment and panel board are steel 
strapped in large bundles for mechanical loading. 


Sales Boost 


In fir plywood, ripplewood is now being marketed 
in 10-piece cartons. All GPX high-density overlaid 
plywood is steel strapped for the convenience of the 
customer. The same careful strapping treatment is 
provided with premium edge-sealed sheathing. 

G-P officials claim that packaging forest products 
has proved to be of great value as a sales tool; as a 
protection to the product; and a big factor in ease of 
handling. 

Further refinements in forest products packaging 
procedures are used by the company to keep a little 
ahead of competitive industries. @ 
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W ASHI NGTON SCOPE TAX PLAN SCORED — President Ken- 
eee nedy’s novel tax cut plan is under fire from all 

(Continued from Page 14) sides. Even his proposal to permit firms which 

buy new equipment to save as much as 30 per cent 

of their annual taxes is under attack. A firm 
would have to spend to get the break; benefits 
would vary considerably depending on a firm’s 
established depreciation set-up, and it could give 
some companies a competitive advantage, oppo- 
nents claim. It’s almost certain that there’ll be 
lots of changes in the program if it is adopted 
by Congress. Meanwhile, the administration is 
promising to push for personal tax cuts next year. 


SET ROAD TAX BOOST — Tug-of-war 
over raising the extra $900 million needed each 
year to finance the highway program moved 
toward a showdown with the prospect of higher 
user taxes firmly set. The Senate was expected 
to go along in most respects with the House- 
passed formula. This calls for continuing the 
4-cent tax on fuels, boosting taxes on large trucks, 
raising taxes on tires, tubes, and tread rubber, 
and taking existing vehicle taxes for road build- 


ing. Only $150 million of the total would come 
from general funds, which was approved when of the so-called “gray area” of trucking regula- 


the House watered down some of the President’s tion. The high court has agreed to review the 


original proposals a little. New taxes would stand meaning of “contract carrier’ and whether own- 
through 1972. ers of trucks leased to private firms are subject 


to ICC regulation. The first case involves ICC re- 
jection of an application by a contract carrier to 
supply service on routes served by common car- 
riers without regard to the lower rates it offered. 
A lower court ruled that the “adequacy of existing 
service” test is not permitted. In the other case, 
a lower court ruled that owners of vehicles leased 
to private firms are not subject to regulation be- 
cause they don’t control the equipment. 


COURT TO SIFT TRUCK RULES—U. S. 
Supreme Court will look into at least some aspects 


START AGENCY REFORM — Rebuilding 
of the federal regulatory agencies, including the 
ICC, is underway. The House Commerce Commit- 
tee opened hearings on three agencies late last 
month (Securities and Exchange Commission, 
Federal Communications Commission, Civil Aero- 
nautics Board), and planned hearings early in 
June on a measure to ban off-the-record contacts 
with these agencies. Sen. John A. Carroll, D., 
Colo., has introduced in the Senate four bills rec- 
ommended by the Senate Judiciary Committee, in- 
cluding one to provide 10-year terms for members 
of such commissions. 


BOOST RAIL MERGERS—U. S. Supreme 
Court has smoothed the way a little for railroads 
seeking to merge. The court ruled the rails don’t 
have to keep unneeded workers on the payroll 
after a merger in spite of current contracts as 
long as they give discharged employees adequate 
House Commerce Committee is going to keep an compensation. Also on the merger front, the Jus- 
eye permanently fixed on such regulatory agencies tice Department is asking the ICC to consolidate 
as the ICC. Rep. Oren Harris, chairman of the into one proceeding all pending Eastern railroad 
C ittee, has created a permanent subcommittee i gt that the mmpncs = shipping and travel 

ommittee, p ‘ 

: c é can be studied and testimony not duplicated. 
to continually study problems of delays in deci- 
sions, conflict of interest by members and staff, SEEK POSTAGE BOOST—Business costs 
and generally to check the adequacy of laws un- will rise sharply if Congress goes along with a 
der which these agencies operate. The subcom- new White House request for higher mail rates. 
mittee, which he will head, is a successor of a spe- President Kennedy wants rates raised to bring 
cial group which in the past few years has probed in an extra $741 million. First class mail would 
go up from the present 4 cents an ounce to 5 
cents; post cards from 3 to 4 cents each; air mail 


HITS SHIPPER PRACTICES — An agree- from 7 to 8 cents an ounce and air mail post cards 
ment under which a buy-and-sell broker leased from 5 to 6 cents each. Higher rates are also 
equipment to a shipper to bring profit both out- proposed for advertising circulars, small parcels, 
bound and inbound is not legal, an ICC examiner and newspapers and magazines. 
has ruled. Such a joint venture is a “conspiracy” 
producing an “unauthorized motor carrier opera- 
tion,” he said. In another case, another examiner 
called for changes in the law to give ICC regu- dustries is flaring again. This time, the scuffling 
lation of shippers associations to prevent diver- was touched off by Senate Commerce Committee 
sion of traffic. But he said that Atlanta Shippers hearings on a highly-controversial bill sponsored 
Association under present law is exempt from by Sen. E. L. Bartlett, D., Alaska. This measure 
regulation. would reverse the provision of the 1958 Trans- 
portation Act which the ICC interprets to require 


APPROVE CONTAINERS — Interstate it to set rates without regard to the effects on 
Commerce Commission has ended the “sealdtank” competing forms of transport. It would require 
controversy. ICC ruled that truckers may haul the agency to consider all competition. It is 
advanced types of stackable and collapsible con- backed by truckers and the Teamsters Union, op- 
tainers, with only one proviso: They must be posed by rails. Hearings brought bitter charges 
picked up and delivered by the carrier with his and countercharges. No action is expected on the 
own trailer. The decision is in line with an earlier measure this year, even by its backers. 
ruling on older Sealdtanks and similar devices. (Resume Reading on Page 18) 


LAWMAKERS EYE AGENCIES — The 


these agencies. 


RAILS, TRUCKS BATTLE—The continu- 
ing fued between the trucking and railroads in- 
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NEW PRODUCTS 


byte IS the key to DISTRIBUTION 
AGE's new rapid service for 
readers. For complete details on 
these products write to the 

EDITOR, DISTRIBUTION AGE, 


56th and Chestnut Sts., 
Philadelphia 39, Pa., 


on your company letterhead. 
BE SURE TO SHOW the .. 


TITLE of the item 
and the product NUMBER. 


New Standard Rack 


Palmer-Shile Co. has announced the 
standardization of its Custom Series 
75 rack. It features cold formed 
locks, wide adjustability on 3-in. cen- 





; ' “i 
A ro te | 
bbe eres: 


ters, and 16 possible sizes. For de- 
tails about sizes and capacities, write 
to the editor. Ask for G9. 


Computer Speeds 


A computer that eliminates the 
twe basic problems of previous 
models has been perfected by the 
Borroughs Corp. The problems that 
the new B5000 computer has elimi- 
nated are wasted manpower and un- 
used speed. The use of both alge- 
braic expressions and English lan- 
guage eliminates the cost and time 
of programming for each basic prob- 
lem. This new machine actually tells 
the operator what to do, thereby 
eliminating human error, and the 
same program can be used on all 
sizes of this series. For details of 
this revolutionary computer develop- 
ment, write to the editor. Ask about 
G15. 
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Crane Scale 

A scale that is light, accurate, and 
adaptable to many uses is marketed 
by Martin-Decker. The use of a 
Sensater mobile diaphragm makes 
the scale highly portable and elimi- 
nates the need for a central weigh- 
ing station. It can be used to weigh 
incoming and outgoing shipments as 





well as checking inventory. The con- 
struction of this unit makes it pos- 
sible for the unit to be used under ad- 
verse condition without affecting the 
accuracy or the operation of the scale. 
For details about special applications, 
write to the editor, asking about G22. 


Fork Lift Truck 


A fork lift with automotive type 
features has been added to the pres- 
ent line of Truck-Man Lift Trucks. It 
has a 6000-lb capacity at 24-in. load 
centers. The truck features power 


steering, 12-volt electrical system, 
and high-capacity exhaust system for 
quiet operation. The power steering 
eliminates much of the linkage there- 
by making repairs easier and increas- 
ing floor clearance. For more details, 
write to the editor. Ask for G3. 


JULY 


1961 


New Loading Truck 


A new truck from Stokvis-Multiton 
makes it possible for one man to load 
and move fiush bottom crates weigh- 
ing up to 1000 lb. The truck uses its 
handle to lift the crate, then the 


crate is rolled onto the truck and to 
its destination. A quick jerk on the 
handle releases the crate onto the 
floor. It has a built-in lock to prevent 
rolling. For details, write to the edi- 
tor. Ask for G7. 


New Rubber Door 


A rubber door with a flexible cur- 
tain that absorbs impact is made by 
the Clark Door Co. The Durador has 
a core of % in. marine plywood with 


a \% in. coat of live rubber at the 
bottom and a % in. coat at the top 
to protect against damage by fork 
trucks. Another feature is the flexi- 
ble rubber hinge that requires no spe- 
cial installation. Duradors come in 
stock sizes and industrial sizes. For 
more complete information, write to 
the editor. Ask for G20. 





Roller-Face Handtruck 


A handtruck featuring roller con- 
veyor action is offered by Southeast- 
ern Manufacturing, Inc. Closer stack- 
ing of cartons and boxes is possible 


with the new truck, as loads do not 
have to be moved by hand after un- 
loading. The unit is built of electri- 
cally welded steel tubing and is fitted 
with ball bearing rubber tires. Write 
to the editor for details on this hand- 
truck. Ask for E10. 


Platform Ramp 

A six-way door-platform-ramp said 
to eliminate most docking problems 
in assembly, loading, transfer, inter- 
change, and unloading is offered by 
Kappen Sales Co. The device is essen- 
tially a full size door which also acts 


as a lift, ramp and bridge. The unit 
is electrically operated and is con- 
trolled by levers on the truck or trail- 
er and/or with a remote pushbutton 
station. Made in sizes for all truck 
and trailer bodies, it has a standard 
lifting capacity of 5000 Ib. 

For details write to the 
Ask for E4. 


Editor. 
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Reinforced Plastic Panel 


For high light transmission with 
low upkeep, Butler Manufacturing 
Co. has introduced a fiberglas-rein- 
forced plastic panel. It is guaranteed 
to retain uniform surface condition 
and to remain shatterproof. Ideal 
for skylights and windows, it is said 
to resist the deteriorating effects of 


sunlight and water. It provides 90 
per cent light transmission. A wide 
assortment of colors is offered. 
Specifications may be obtained by 
writing to the editor. Ask for C24. 


Refrigeration Unit 


A new cooling unit for trucks haul- 
ing perishable goods has been intro- 
duced by the Worthington Corp. It 
has an operating range of —10 to 
+75 deg. The new unit, Model TDU- 
800, is a combination condenser and 
evaporator run by a Mercedes-Benz 


diesel engine. It is 300 lb lighter than 
competitive units. It features an 
automatic defroster and thermostat 
and is equipped with pilot lights and 
instruments. The unit is mounted on 
a tray for easy removal and mainte- 
nance. Write to the editor for com- 
plete details. Ask for G2. 


Belt Conveyor Cleaner 


A new conveyor idler sleeve which 
improves cleaning action on belts dur- 
ing return flights has been developed 
by The Goodyear Tire Rubber & Rub- 
ber Co. Using two treads, it flexes 
the belt evenly as it passes over the 
idler rollers. Caked accumulation is 
separated from the belt and flakes 
off. The sleeves are built to the diam- 
eter of the idler roll. 

For details write to the editor. Ask 
for C7. 
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Cushion Tire Truck 


Hyster Co. has introduced a line of 
2000 lb cushion-tire lift trucks. The 
SpaceSaver 20 line is designed to fit 
the operator and offer comfort 


throughout the working shift. This 
means more production per shift. The 
engine is placed to facilitate service 
to all parts that require regular care. 
Two new filtering systems, for the hy- 
draulic oil and carburetor are stand- 
ard on the new line. Write to the 
editor for information about options 
and models. Ask for G21. 


Dock Platform 


The AAA Equipment Co. has a dock 
extension platform designed to be 
used in narrow alley ways. Trucks 


can approach the dock from either 
direction and back up flush to load 
and unload. At the end of the day 
the extension is raised up flat against 
the building by a power hoist. Other 
models are housed in a shallow pit or 
simply set on the floor. Available in 
a variety of sizes and capacities. 
Write to the editor for information. 
Ask for G23. 
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e Catalogs 
e Directories 


e Reports 








ISTRIBUTION AGE will see 
that you have the cata- 
logs, reports, case studies, and 
specifications that interest you 
if you follow these simple in- 
structions. 
WRITE TO: The Editor, 
DISTRIBUTION AGE, 


56th and Chestnut Sts., 
Philadelphia 39, Pa. 


INQUIRIES MUST BE ON A 
COMPANY LETTERHEAD. 


IDENTIFY each product by 
TITLE and KEY NUMBER. 


National Highway System 
A 41,000 mile network of highways 
is scheduled for completion in about 


10 years. A booklet discussing the 
effect of these roads has been pro- 
duced by the Automobile Manufactur- 
ers Association. This booklet is a re- 
production of the summary chapter 
of a 400 page report. If you would 
like to know what the construction of 
these new highways will mean to the 
nation as a whole, write to the editor 
asking for G33. 


Special Truck Brochure 


A book discussing the relative 
merits of special-duty fork trucks has 
been released by Elwell-Parker Elec- 
tric Co. This case book explains the 
use of special trucks, weighs their 
economic value, and provides a check 
list that will aid the potential buyer 
in deciding whether te purchase a 
truck of this type. A further aid to 
the prospective buyer is the illustra- 
tion of two case histories. To obtain 
your copy of this case book, write to 
the editor, inquiring about G31. 
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Plant Location Report 


The Allegheny Power System offers 
a report on the merits of the 5 state 
area including Ohio, Pennsylvania, 
Maryland, West Virginia, and Vir- 
ginia as a site for a plant. The report 
covers industry, living conditions, na- 
tural resources, labor supply, and 
other pertinent facts involved in 
choosing a site. Write to the editor 
for your copy of this illustrated re- 
port. Ask for H26. 


Automotive Statistical Book 


A book containing true facts and 
figures about automotive sales and 
ownership throughout the world has 
been printed by the Automobile Man- 
ufacturers Association. The book con- 
tains facts about sales of accessories, 
parts, cleaning preparations, and 
tires. Write to the editor. Ask about 
H6. 


Port Development Report 


The Port of New York Authority 
has a report on development of port 
areas on the North American conti- 
nent. The report covers the 14 year 
period between 1946 and 1960 and 
shows port development by geograph- 
ical areas. The report is illustrated 
with maps and charts showing growth 
of ports. For your copy, write to the 
editor. Ask for H5. 


Philadelphia Port 


The Delaware River Port Authority 
has an illustrated book about the port 
of Philadelphia and surrounding area. 
It is illustrated with aerial photog- 
raphy, maps, and artwork. Coverage 
of subject matter is complete. A de- 
scription of the 11 ports on the Dela- 
ware is given along with facilities 
offered by each. If you would like a 
copy of this book, write to the editor, 
asking for H27. 
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e Case Studies 


= AIDS 


e Specifications 


Rail Car Air Filters 


Two new air filters for pneumatic 
loading systems in rail cars are being 
made by Fuller Co. The new air filters 
are shown in exploded form for a 
better understanding of their opera- 
tion in a pamphlet printed by the 
company. If you would like to see 
these filters, write to the editor for 
a copy of the pamphlet. Ask for H18. 


Additive Information 


The Industrial Chemical Co. has in- 
troduced a gasoline additive that con- 
verts carbon into a beneficial part of 
your fuel. This chemical, Induco, is 
fully explained to the buyer in an 
interesting book in a way that is new 
and different. If you are interested in 
saving as much as 18 per cent on 
your fuel bills, write to the editor for 
a copy of this book. Ask for H19. 


Storage Space Utilization 

A new 13 page book from Penco 
Division, Alan Wood Steel Co. shows 
the reader the common mistakes made 
by companies in using their storage 
space properly. The illustrated book 
shows shelving installations in vari- 
ous types of factories and businesses 
and also lockers and cabinets in ac- 
tual use. Twenty-five models of 
shelves, cabinets, lockers, and bins are 
shown. For your copy, write to the 
editor. Ask for H8. 


Engine Temperature Control 


The temperature of the engine in a 
truck, whether it be gasoline or diesel, 
is a vital factor in economical opera- 
tion of a fleet. This point is stressed 
and illustrated in a book by the Kysor 
Heater Co. The book explains engine 
heat in relation to wear, oil consump- 
tion, and gasoline consumption. The 
use of radiator shutters to decrease 
wear and increase economy is thor- 
oughly discussed. Write to the editor 
for your copy. Ask for H9. 





... Urban renewal . 


(Continued from Page 27) 


The limit on reimbursement for 
most businesses is not a hardship. 
Payments to dislocated firms, in- 
cluding moving expenses and per- 
sonal property losses, have been 
averaging just over $1500. So the 
$3000 limit would seem adequate. 

However, about 20 per cent of 
affected firms have claimed ex- 
penses of more than $3000. Almost 
invariably it is the larger firms— 
especially manufacturing firms 
with heavy or bulky equipment— 
that find the limit insufficient. The 
small businessman usually need not 
concern himself with the inhibit- 
ing influence of the payment limit 
set by federal law. 

In order to be eligible for assist- 
ance of any type from the redevel- 
opment agency, the business firm 
must remain in its old quarters un- 
til the building in which it is lo- 
cated has been acquired by the re- 
development agency or by the city. 
This applies whether the business 
firm is the owner of the building 
or simply a tenant. 

This is important since over 
three-quarters of all firms are like- 
ly to be tenants. They may think, 
therefore, that they do not have 
any strong interest in remaining 
in the building. This is not the 
case. It is not unusual in every 
urban renewal project to find some 
businesses that have lost their 
right to reimbursement of other- 
wise perfectly legitimate expenses 
because they neglected this most 
important point and because of 
prior moveouts. 


Technical Aid 


The businessman who is forced 
out of his quarters because of re- 
development is also eligible for 
technical or other assistance from 
the redevelopment agency. This as- 
sistance can take the form of ad- 
vice on space requirements and on 
the characteristics of a new loca- 
tion. 

New Haven, Conn., for example, 
has hired a local reali estate man 
as businesses relocation officer. His 
primary function is to keep abreast 
of the availability of local business 
and industrial space. He matches 
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dislocated firms with open space. 

There are groups more than will- 
ing to help dislocated businesses. 
The Chamber of Commerce and the 
Real Estate Board are two. The 
Small Business Administration also 
offers a variety of services: reloca- 
tion advice, technical assistance, 


special loan consideration. 


Successful Relocation Patterns 


Over 75 per cent of business 
firms dislocated by urban redevel- 
opment and urban renewal projects 
in the U. S. have relocated success- 
fully. Most of these have taken ad- 
vantage of assistance. Few have 
been able to go it alone. Some dis- 
located firms have neglected assist- 
ance to their own regret. A Hart- 
ford liquor store owner bemoaned 
the $1800 that he forfeited when 
he moved out before acquisition. A 
clothing store operator who gave 
up and went out of business two 
months after his move stated that 
he could have made it all right if 
his moving expenses and fixture 
dismantling and reassembly had 
been paid for. 

Among the nearly 25 per cent of 
dislocated firms that go out of 
business or disappear some are 
submarginal and substandard op- 
erations which could not exist in 
any area or under any circum- 
stances other than those of a slum 
area. 

Of the firms which do relocate 
successfully, by far the largest pro- 
portion relocate in the same city. 
Nearly half relocate within one 
mile and well over a third, within 
one quarter mile. These firms seek 
new locations as close and as simi- 
lar to the old ones as possible. Be- 
cause they are oriented to strictly 
local markets, they seek new loca- 
tions where they are still known. 

Only about 20 per cent find that 
the business relocation personnel 
of the agency involved can discover 
new space for them. Even fewer 
turn to the SBA. The great ma- 
jority of firms which relocate suc- 
cessfully are better off in their 
new locations within six months to 
a year. 
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Their business volume increases 
sufficiently because typically, they 
are more rationally located in space 
more suited to their specific needs. 
They are in a better position to 
take advantage of the merchandis- 
ing or producing opportunity that 
their location offers them. 

On the average, the relocated 
business reports chagrin at having 
stayed so long in inappropriate 
quarters. A businessman can in- 
crease his chances of survival and 
of success in a new location if he 
pays heed to notices from the re- 
development agency. By paying at- 
tention to official and formal com- 
munications rather than rumors, he 
will avoid hasty and_ ill-advised 
moves. In particular, he will main- 
tain his eligibility for reimburse- 
ment of moving expenses and prop- 
erty loss, as well as other forms of 
assistance from the redevelopment 
agency. ; 

The businessman should re-eval- 
uate his location and space needs. 
Rentals will be higher. 

He should seek out‘ and accept 
assistance from all sources. For 
successful relocation, outside as- 
sistance is always a supplement to, 
not a substitute. for, the business- 
man’s own actions. He: should stand 
ready to act independently if néces- 
sary. In some cases it is better to 
move prior to acquisition and for- 
feit his rights to reimbursement 
of expenses if a really attractive 
opportunity presents itself. 

Urban redevelopment and urban 
renewal programs are underway in 
over 400 municipalities in the U. S. 
These programs involve physical 
transformation of large segments 
of cities with the inevitable results 
that the occupants of the project 
sites are forced to find new quar- 
ters elsewhere. The number of 
firms to be dislocated by the 661 
projects outstanding on January 1, 
1960, was estimated at nearly 100,- 
000. New projects were expected to 
add at least 50,000 more such firms 
by 1970. 

Most relocations involve small 
businesses: proprietorships or part- 
nerships. The majority are in re- 
tail or service fields. Very few 
have as many as 25 employees and 
even fewer are branches of na- 
tional or regional chain opera- 
tions. ® 

(Resume Reading on Page 28) 
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WAREHOUSING 


What is proper delivery pro- 
cedure when delivering to the 
holder of a storage receipt? 


No warehouseman can, without pos- 
sibility of future liability, deliver mer- 
chandise to the holder of a negotiable 
warehouse receipt when such receipt 
is not endorsed and does not show de- 
tails of the transaction. Actually one 
who accepts a negotiable warehouse 
receipt, for any purpose, should at 
once notify the warehouseman that he 
is its present holder. He should tell 
the warehouseman exactly what sig- 
natures are to be accepted for releas- 
ing the merchandise covered by the 
receipt. 

The warehouseman should be cer- 
tain never to deliver merchandise on 
a negotiable warehouse receipt until 
he takes possession of the warehouse 
receipt. This is not so with respect 
to a non-negotiable warehouse re- 
ceipt. It is not important for the 
holder to surrender a non-negotiable 
warehouse receipt to the warehouse- 
man, who issued the receipt, before 
either a partial or total delivery of 
the merchandise referred to thereon. 
However, it is advisable that the ware- 
houseman follows a safe procedure 
and take-up the receipt. 

All non-negotiable warehouse re- 
ceipts must be clearly marked “NON- 
NEGOTIABLE.” Failure of the ware- 
houseman to do so may result in fu- 
ture financial loss, as such unmarked 
warehouse receipts are negotiable. 

A non-negotiable warehouse receipt 
can be transferred by assignment but 
not negotiated. The endorsement on 
such a receipt gives the transferee no 
greater rights than the transferor 
had at the time of the endorsement. 

The warehouseman is not required 
to investigate whether or not the orig- 
inal holder of a non-negotiable ware- 
house receipt has transferred or as- 
signed it. The warehouseman can de- 
liver the goods, without any liability, 
to the original holder of the receipt 
whether or not the receipt is presented 
or delivered up at this time. 

On the other hand, a person or com- 
pany to whom a non-negotiable ware- 
house receipt is transferred has the 
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legal right to notify the warehouse- 
man issuing the receipt of the trans- 
fer. He thereby acquires the direct 
obligation of the warehouseman to 
hold possession of the merchandise for 
the transferee according to the terms 
of the receipt. 


How may stored goods be taxed 
locally with respect to inter- 
state character of transactions? 


Stored merchandise is not taxable 
while awaiting distribution by order 
of the owner to out-of-state purchas- 
ers. If goods are taken from inter- 
state transit and stored in a ware- 
house such goods are not taxable by 
state or city authorities. The same is 
true of merchandise which remains 
technically in interstate transit, al- 
though stored temporarily in a ware- 
house. 

On the other hand, goods are sub- 
ject to state or city taxation which, 
for convenience of the consignor or 
consignee, as repacking, sorting, etc. 
are taken from interstate transit and 
stored in a warehouse. 

Goods stored in a warehouse never 
are taxable if shipped from abroad 
and remain in the same unbroken 
packages. 


If warehouse customer has a 
key to compartment in ware- 
house, who is responsible? 


A higher court has held that if a 
bailor, owner of goods, holds a key to 
a private room in which his goods are 
stored, the warehouseman is not liable 
for theft of or damages to the goods. 

For example, in N v. B 
w—— C——, 188 N.Y.S. 244, the 
testimony showed these facts: The 
B Ww C accepted goods 
from various owners for regular stor- 
age, and also rented rooms to other 
owners of merchandise. 

One day the warehouse corporation 
rented “Room No. 4” to N for 
$85 per month, payable in advance. 

N—— placed his own lock on the 
door leading into Room No. 4. He kept 
one key, leaving the other key in the 
warehouse corporation’s office. Also, 
N from time to time sent truck- 
men to the warehouse to take out and 
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place in goods for storage in Room 
No 4. 

Later N—— discovered that cer- 
tain antique furniture was missing 
from Room No. 4. The value of this 
furniture is $5600. N notified of- 
ficers of the warehouse corporation 
that these goods were missing and de- 
manded that the warehouse corpora- 
tion pay him this amount of money. 
The warehouse corporation refused to 
pay N the value of the missing 
goods and he filed suit. 

The court refused to hold the ware- 
house corporation liable and said: 

“N provided for his own con- 
trol of the space and placed his own 
lock on the door. He used his own 
choice of truckmen to enter and leave 
the premises with his goods. There is 
a complete failure to prove defendants 
(warehouse corporation) negligent; 
there is no proof of a warehouse stor- 
age relationship. The court has no 
alternative but to direct judgment for 
the defendant.” 


TRANSPORTATION 


Is a local tax law valid 
where it interferes with 
interstate commerce? 


In C—— C— I v. K 
T— C , 321 S. W. (2d) 42, a 
state law was litigated which requires 
every trucking company whose trucks 
passed through the state to pay a 
franchise tax. A carrier which trans- 
ported new automobiles through the 
state contested its validity. The truck 
line said that it violated the com- 
merce clause of the federal consti- 
tution and was a direct burden on 
interstate commerce. 

The higher court held this state law 
void and unenforceable, saying: 

“We have concluded that the levy 
offends the concept of due process of 
law in both the state and federal con- 
stitutions because the property in- 
volved has no situs in Kentucky and 
we conclude also that the attempted 
levy violates the commerce clause of 
the Federal Constitution, Article I, 
Section 8, as a direct burden on inter- 
state commerce.” 








BIRMINGHAM, ALA. [ 
DOC'S Transfer & Warehouse, Inc. 


3221 First Avenue, North 
Storage - Distribution - Local Cartage - Household Moving 
Represented by 
JAREHOUSE COMPANIES 
105 W. Madison St., 36 W. 44th Street 
Chicoge 2 New York 36 
ST 2-510 MU 2-8927 











LITTLE ROCK, ARK. | 


Merchandise and Household Storage 


Pool Car Distribution 
AGENT, ALLIED VAN LINES 


TERMINAL WAREHOUSE CO. 


Member American Warehousemen’s Association 
American Chain of Warehouses 


LITTLE ROCK, ARKANSAS 





ARKANSAS’ 
LARGEST 
WAREHOUSE 











BIRMINGHAM, ALA. | \g50 Eighty-One Years of Service—1961 
HARRIS WAREHOUSE CO. 


© 8 South 13th St., Birmingham ¢ 
Merchandise and Household Goods 


@ CARTAGE @ DISTRIBUTION @ FORWARDING 
Pool Cars Handled 
Member of A.C.W.—A.W.A.—N.F.W.A. Agents for Allied Van Lines, Inc. 





@ STORAGE 











Seer eee SOUTHERN BONDED WAREHOUSE 


2 FINLEY AVENUE WEST AL 1-0247 


@ in-transit storage 
@ Pallet rack storage 
Pool car distribution 
@ Local cartage service 
@ Unlimited floor load 
@ Branch office space 
@ Cooler storage 
@ Low insurance rates 
@ AAA masonry construction 








BIRMINGHAM, ALA. | 


STRICKLAND TRANSFER AND WAREHOUSE CO. 
A Subsidiary Of 
WADE WOOD COMPANY 
112 South 14th St., Birmingham 
General Merchandise Storage and Distribution 
Pool Car Service a Specialty—Motor Truck Service 
Centrally located—Free Switching from All R.R.s 











PHOENIX, ARIZ. | prone: Atpine 2.5741. TWX-PX 329. FAX-FOP. 


K-Z-Bee Transp’n & Warehouse Co. 
1146 North 19th Ave., Phoenix, Ariz. 
Merchandise & H hold Goods. Warehouse Capacity 20,000 sq. ft. 
—Palletized. Pool Car Distribution—Unloaded and De- 
livered Same Day. 16 car siding. Our own 


fleet of trucks (22 units). —> 
Represented by A.W.1. Agents for United Van Lines 

















lens ARIZONA 


LIGNTHING 


MOVING & WAREHOUSE 
Established 1890 


Box 2033 PHOENIX Teletype Px147 
Offering complete warehouse 
for all types of genera! merchandise. 
@ Palietizes Operation © Local Cartage Service 
@ Pool Car Distribution © Inside Truck Leading 
© Field Warehousing @ Private Sidings — 
@ Free Switching 20 Car Capacity 
Consign shipments via S.Fe — S.P. 
© Storage and Nationwide moving of household goods. 
Represented by 
American Chain of Warehouses 


National Warehouse Receipts System 
Member American Warehousemen’s Association 
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EKING 


WAREHOUSING CORP. 


1335 SO. FIGUEROA 
W. C. Elliot?, Manager 











LOS ANGELES, CAL. | Phone: MAdison 9-218! 
DAVIES WAREHOUSE CO. 


164 So. Central Ave. Los Angeles 12, Cal. 
MDSE. STORAGE- DISTRIBUTION-CARTAGE 


Reinforced Concrete and brick bidgs.—i50,500 sq. ft., 
Completely palletized. Priv. Siding SP—I4 Car Cap.— 
12 truck dock. 

Represented by Associated Warehouses, Inc. 

Member of AWA—Cal IWA—CalIMTA—LAWA 











LOS ANGELES, CALIF. BRaTR tse Eas ae 


1807 East Olympic Bivd., L.A. 21, Calif. 
phone MAdison 7-1146 


e central 

© convenient 

© cooperative 
associated with 


CROOKS TERM. WAREHOUSES INC., Chicago, Kansas City 
Represented by W. D. CAVANAUGH ASSOC., New York City 





LOS ANGELES, CAL. | Member of A.W.A. 


PACIFIC COAST TERMINAL 
WAREHOUSE COMPANY 


4802 LOMA VISTA AVE. LOS ANGELES 58 
Telephone LUdlow 3-4183 


Centrally Located 
In the Heart of the Wholesale District 
¢ MODERN FLEET OF DELIVERY TRUCKS 
¢ PRIVATE SPUR TRACK—22 CAR SPOT 
¢ A.D.T.—FIRE & BURGLAR ALARM SYSTEMS 
¢ LOW INSURANCE RATES 
¢ COMPLETELY MECHANIZED 
¢ NATION WIDE TELETYPE SERVICE—L.A. 446 
Office Space & Telephone Service 


Represented by AFFILIATED WAREHOUSE COMPANIES 
CHICAGO NEW YORK 











LOS ANGELES, CAL. } ESTABLISHED 1918 
PACIFIC COMMERCIAL WAREHOUSE, INC. 


923 E. 3rd St. Los Angeles 13, Cal. 
GENERAL MERCHANDISE STORAGE 
POOL CAR DISTRIBUTION STORAGE IN TRANSIT 
DAILY HARBOR, LOCAL AND STATEWIDE HAULING 
EXPERIENCED, EFFICIENT, BONDED PERSONNEL 
10 Car Siding on A.T.&S.F. Railway 
Sprinklered——A.D.T. Protected 


LOS ANGELES, CAL. 


Phone: MA 7-8282 











Phone: LUdlow 8-5242 





FRANSFER 
Los Angeles 58, Calif. 


4608 East 50th NEW 
EW OFFICE = peed WAREHOUSE SPACE 
a sprinklered . . . Fully meehanized 
One-story for service Neutral switching 
service, Los Angeles junction RR. 
Member Los Angeles Warehouse Assn. 
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1855 Industrial St., Los Angeles 2! 


LOS ANGELES, CAL. Tel. MAdison 8-914! Teletype LA 1662 





Star Truck & Warehouse Co. 


COMPLETE FACILITIES EFFICIENT SERVICE 
Sprinsklered—A.D.T.—Reinforced Concrete and Steel Bldg. 
Storage Poot Car Distribution Common Carrier 
266,000 Square Feet 120 Pieces Motor Equipment 
Established 1882 Office Space and Telephone Service 
Represented by Distribution Service—N. Y.-Chicago-S.F. 











LOS ANGELES, CAL | 








. - 
Union Terminal Warehouse 
Dependable Service 
575,000 sq. ft. Storage Space 
Storage and distribution of merchandise to points in 
Southern California, Arizona, and Nevada 
General Merchandise Storage 
U. 8. Customs Bonded 
Whse. #7 
Cooler Room Facilities 
Peol Car Distribution Lew Insurance (ADT Service) 
City Deliveries 24 Hour Switching Service 


Served by Southern Pacific— 
Pacific Electric Ry. Co. 
737 Terminal Street 
LOS ANGELES 21, CALIFORNIA 
Telephone—MAdison 7-9581 


A. F. Mortensen, J. A. Williams, Vice President 
President & General Manager 


For Shippers’ Convenience, States, Cities 


* foot of the Rockies 


The LOGICAL “‘break-bulk’”’ point 
for economical shipping % 
— Where carload minimums change. # 


NORTH 














SAN FRANCISCO 


3 WAREHOUSES IN OAKLAND & SAN FRANCISCO 
®@ Continental Warehouses: 625 Third Street, San Francisco 7 
® Napoleon Warehouse: 180 Napoleon Street, San Francisco 24 
® Oakland Warehouse: 1466 Powell Street, Emeryville 8, Calif. 
Handling General Merchandise and U.S. Customs & Internal Revenue 
Bonded Storage. Drayage and Pool Car Distribution. 
Temperature controlled space. Office accommodations and telephone 
service. 500,000 square feet. 


SAN FRANCISCO WAREHOUSE CO. 
Main Office: 605 Third Street, Son Francisco, California 
Phone SU 1-346! Teletype SF-933 
MEMBER American Warehousemen's Ass'n * REPRESENTED BY Distribution Service, inc 








In Me LARSEN 


Specializing in General Merchandise Storage 
and Pool Car Distribution 
@ TELETYPE DN 536 @ PRIVATE SIDING U.P. 
@ FREE SWITCKING © SPRINKLERED SPACE 
@ LOCAL DELIVERIES @ LOW INSURANCE RATE 


LARSEN TRANSFER & STORAGE CO. 
P.O. Box 5152 Terminal Annex Denver 17, Colorado 
Represented By 


A fpiticilad MASEROUSE COMPANIES 
7, tes 


NEW YORK ‘Awe CHICAGO 


BRIDGEPORT, CONN. | 


DENVER 


xk the logical place to Warehouse! 


COMPLETELY UP-TO-DATE: 
* BUILDINGS 
* HANDLING METHODS 
* OFFICE PROCEDURES 


NORTH DE. 


TRANSFER & STORAGE COMPANY 
Office: 2101 Market St. © TWX-DN553 - _ 
Denver 5, Colorado 


« Represented dy SNe EZ 
CHICAGO 4 = — NEW YORK 36 
20 € JACKSON sivo ALLIED DISTRIBUTION INC. ,, west «2p st 
WAbech 2.3567 PEnn. 6-0967 


i Atleme 027-7 2.0), eo) 1 oe ee OFT 


TRANSFER & 
STORAGE CO. 


* ACENT ALLIED VAN LINES— 





2,250,000 cu. ft. of space 








WILLIAM B. MEYER, Inc. 
P. O. Box 4206 Bridgeport, Conn. 
Merchandise & HHG Storage 


Distribution Packing Pool Car Dist. — 


Modern Handling Facilities 


Trucking 
Private Siding 











128-130 SOUTH MAIN 


PUEBLO, COLO. 
TRANSFER & 


WWEICKER stoince'cs 


© Modern Sprinklered Bullding * Poel Car Distribution 
and Merchandise §8= * fF, 
© Rereente vient Forwarding end 


* ACENT ALLIED VAN LINES— 





100,000 sq. ft. ware- 
housing space: 8-car pri- 
vate siding; complete ADT 
fire, burglary protection; 
100% sprinklered ware- 
house. Teletype H. F. 

287 or write... 
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HARTFORD, CONN. | U. S. CUSTOMS BONDED WAREHOUSES 


ARTFORD DESPATC 


and WAREHOUSE CO., Inc. 
410 Capitol Ave., Hartford 1, Conn. 
* Public Storage * Pool Car Distribution 
* 100% Palletized * ADT Protective Service 
* Prompt Delivery Via Own Fleet 











DOVER, DEL. | Phone: REdfield 4-314! TWX: Dover, Del. 288 
DELMARVA WAREHOUSES, INC. 


Columbia Ave. and Pear St. Dover, Del. 


Merchandise and Household Goods 


120,000 sq. ft.—15 Car Private Siding—Pool Car 
Distribution—Lease Rentals—Unit Handling 
Flatbed and Vans for Local Delivery 
Member: AWA—NFWA Agent—Allied Van Lines 











WASHINGTON, D.C. 8 DAVIDSON 


3180 V Street, N.E. 
LAwrence 9-2700 TRANSFER & STORAGE CO. 


Cable: DAVTRANSCO 


p> Complete Warehousing ies. 


Moving ° Packing «+ Storage 
Crating ¢ Lift Vans * Packaging 





JACKSONVILLE, FLA. | 


M & M Terminal Warehouse Co. 
800 East: Bay Street 


Southern Terminus~ Willis Barge Line 


Pauttitiess 25,000 eq ft., 40 car Private Siding SAL, 25 truck doors, W 
an service. Deep water te 36 ft. Service Features: B. Ay tg — 
Dist. Sts. In Tressit jecal deliveries, mobile erane, 20 tons, 100% palletized. 


Member: SEWA, JWA, ADI 














JACKSONVILLE, FLA. 


JACKSONVILLE, FLA. | Member: AWA—SEW&MA—JWA 


PENINSULAR WAREHOUSE CO., INC. 
1507 Industrial Blvd. Established 1912 TWX: JK-573 
Merchandise Car 








Distribution—Trucking—New Reinforced 


Storage—Pool 
Concrete S buildin = S Insurance Rate—i4 Car 
nae a ~, 15 Truck Platform — ADT Protection — 
oe Be ne ve Nag 


Re peoented ago Bra on "Randolph 
64057, New Terk - B» valk Hill 9-7645. 











WASHINGTON, D.C. | Member AW.A. 
KANE WAREHOUSE COMPANY 


Merchandise Storage Division cg Division 
Sth & Franklin Streets, N.E. ° aT N.E. 
40,000 sq. ft. 55,000 = = 





Sth & Franklin Streets, N. E. 


ADams 2-2883 
**Commercial Storage; Distribution and Delivery Service"’ 





JACKSONVILLE, FLA. [ 


FLORIDA'S LARGEST WAREHOUSE 


Union Terminal Warehouse Company 
700 East Union Street, Sta. G 


Merchandise Storage—Custom Bonded—Poo!l Car Dis- 
tribution Reconslgning-—Trucking Service—Trackage 
52 Cars—Reinforced crete — Sprinkler System — 
A.D.T. Service—Iinsurance Rate |2 Cents 
Rental ert wey Be heey | 
Members A.W.A.—A.C.-of-W.—J.W 











WASHINGTON, D.C. J. S$. JACKSON, Mgr. 


THE TERMINAL STORAGE COMPANY 
OF WASHINGTON 
First, K and L Streets, N. E., Washington 2 


Large buildings of modern censtruction total floor area 204,000 
equare feet, of which 109,000 square feet is of fireproof cen- 
struction. Storage of general merchandise. 

CONSIGN SHIPMENTS VIA B. & O. BR. R. 

Heated rooms for protection against freezing. 














JACKSONVILLE, FLA. | 
JACKSONVILLE WAREHOUSE COMPANY 


511 Champion Ave., P. O. Box 2545, Jacksonville, Fia. 


Generali Storage—Poo! Car Distribution—Local Cartage— 
Modern—Fireproof Building—67,000 Sq. Ft.—Fully Sprin- 
klered—With Private Siding on ACL RR—Low Insurance 
Rate—A. D. T. Protection. 











JACKSONVILLE, FLA. | 


LANEY & DUKE STORAGE 
WAREHOUSE (O., INC 


Most Centrally Located Warehouse 
In The City 

@ Reinforced concrete building with private 
siding on A. C. L. . free switching. 

@ Clean, dry general ‘storage and cooler 
facilities, modern equipment. 

@ Low Contents Insurance Rate. Pool car 
— and prompt local truck de- 

erles. 


1560 Jessie St., Jacksonville, Fla. 
* Represented by a= 


Chieage 4 
ALLIED DISTRIBUTION INC. 


20 E. Jackson Bivd. 
_— 


WAbash 2-3567 














MIAMI, FLA. | 


Represented by 


COLONIAL WAREHOUSE, Inc. 


Division of United States Freight Co. 
3675 NORTHWEST 71st STREET 
100,000 sq. ft. Sprinkler-Fireproof 
MERCHANDISE STORAGE & DISTRIBUTION 
SAL & FEC RR Siding 29 cars A.D.T. Protected 
Operate modern fleet trucks & trailers 


QLLIED DISTRIBUTION INC 
rx 











Phone: PL 4-1675 


MIAMI, FLA. | 
HADCO BONDED WAREHOUSE Inc. 


6700 N.E. 4th Court, MIAMI, FLA. 
OVER 55,000 SQ. FT. OF WAREHOUSE SPACE 


@ Railroad em F F.E.C. Ry. 

@ A.D.T. Protec 

@ Automatic Fork- ffs Move Your 
Stock Quickly and Safely 


@ New Concrete Fire-Proof Building 
@ Completely Sprinklered 

@ 7 Truck Wells Under Cover 

@ Lowest Fire Rate In Dade County 


MIAMI, FLA. | Export & Domestic Packing & Crating 
INTERNATIONAL BONDED WAREHOUSE CORP. 


CUSTOM BONDED 


Member of — pea A i and Seuth n 
Ww iati Negotiable Warehouse Receipts 


MERCHANDISE STORAGE 


FEC RR SIDING—6 CARS 
601-611 S.W. 8th St. (36) Tel. FR 4-8532 & FR 4-1208 


MIAMI. Fid | 


MIAMI 




















d WAREHOUSE COMPANY 
3121 East Iith Ave.--P. O. Box 981 
MIAMI, HIALEAH, FLORIDA 
Warehousing & Distribution. Pool car & Pool truck shipments for local | 


delivery promptly handled by our own trucks. Palletized storage. 
S.A.L. delivery. Fireproof & Sprinklered. Lowest insurance & tax rates. 
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MIAMI, FLA. MOVING © STORAGE © EXPORT PACKING ATLANTA, GA. 


R. R. SIDING TO & 
FROM EVERYWHERE 


BROTHERS ne. 


(member United Van Lines) 
20 N.E. 11th St., Miami 32, Florida 
Phone Franklin 1-7503 


TAMPA, FLA._| SAVANNAH, GA. | SAVANNAH 


CALPE -ARA leer 


Quality Merchandise Storage Services Post Office Box 1187 


General Storage—Pool Car Dictribution 
TAMPA e CLEVELAND Local Cartage—Custom Bonded—State Bonded 
209 So. Franklin St. 7119 Carnegie Ave. Field Warehousing—Sprinkler System 
Phone 2-2796 EN 1-2828 Members: A.W.A.—A.C. of W. 


HONOLULU, HAWAII | 


2 modern concrete 
warehouses 

Sprinkler systems 
throughout 

Lowest insurance 
rates 

200,000 sq. ft. 

Collections & 


TAMPA, FLA. | Phone: 2-9316 Wo —— Distribution Service 
STAR TERMINAL & WAREHOUSE CORP. Ba Ya) MERCHANDISE—HousEHOLD EFFECTS 


P. O. Box 2214, 101 N. 12th St., Tampe 1, Fia. 
GENERAL MERCHANDISE ena A 


@, we patti cinee cenveee: 7: Me | || C 2 DD) HC&D MOVING & STORAGE 


















































car Capacity—® Spot ck Dock. Low aL: . 
Insurance Rates—Pco! Car Distribution costae? Maret 


P.0. Box 190, Honolulu 10, Hawaii — Cable Address “"HONCONTRA”’ 
—Local Cartage. 














ALBANY, GA. NEW—MODERN CAIRO, HLL [150,000 ft.—SIT our specialty 
SOWEGA BONDED WAREHOUSE, INC. Bales Boxes Bags Bulk Barrels Rolls 
Industry Ave. — P.O. Box 1259 — Tel, HE 6-7221 a U D S O N 

Merchandise Sterage & Distribution 

Autematic Sprinkler &2 Burgiar Alarm 

Soanienis & Cehatbeus Service WAREHOUSES, INC. Box 86 — CAIRO, ILL 
ATLANTA, GA. | CHICAGO, ILL. THe TRApITIONAL INSIGNIA 
American Bonded Warehouse *is;~“ 
Southeastern Bonded Warehouses, Inc. ANCHOR wi 

“Besser Warehouse Serctes ‘ STORAGE CO. SAFETY 


651-663 Humphries St., $.W.—Sow. R. R. \ 251-315 EAST GRAND AVE. 


Merchendise Werchevsing Pes! Cer Distribution —~— CHICAGO 11, ILL. AND SECURITY 
Sprinkiered A.B.T. Bergiar Protection AWA. ’ 


























Warehouse located two blocks 





east of Michigan Avenue. 


SOUTHERN BONDED WAREHOUSE Ten car switch CANW Ry. 


vf ie te 3 
367 JOKN ST., N.W JA 5-4521 TWX: AT-777 Tunnel service. Splendid Represented by 


building. Low insurance rate. ISTRIBUTION SERVICE, INC. 








@ In-transit storage __— 
© Pallet rack storage (yg, » Oooo: AMERICAN WAREHOUSEMEN'S ASSOCIATION 
@ Pool car distribution xS \ 

@ Local cartage service i 
@ AAA masonry construction Phone 
@ Unlimited floor load CLYDE E. PHELPS 
@ Branch office space “(GB RAndolph 6-4457 FOR 
@ Cooler storage ‘a se GC im ae 
nll teenie itn MEME «MERCHANDISE WAREHOUSES IN 80 CITIES 


@ 260,000 square feet space I ASSOCIATED WAREHOUSES, INC. 
549 WEST RANDOLPH ST. + CHICAGO 6, ILL. 
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CHICAGO, ILL. | Phone: LA 3-5315 


“Mr. Traffic Manager”—Please Note: 
C & A TERMINAL CO. offers 


eighty Come yam ae ar ae 4 Starnes Charges + Sprinkler Protected a ° 
Bid Overnite Service te Mest Principal Midwest 

kets « "ieee & Suburban Trask  pativery Serviee ‘Available. at ag Com: 

petitive Rates «+ Teletype Service «© (38) Rail Car Spete—Under Cover 

(28) Trailer Deeks—All Under Cover. 


C & A TERMINAL COMPANY 


3636 So. California nae Chieage 32, Illinois 











CHICAGO, ILL. | Licensed & Bonded 


FIRE PROOF STORAGE--4 warehouses 

Packing—Crating—Shipping @ NATION WIDE Long 

Distance Moving ¢ Economical rates—Unexcelled service 
GROVE STORAGE CO. INC. 


4301 Cottage Grove Avenue 
Chicage’s mest prog ve w system 

















SOUTH 
5967 W. 65TH ST. 


NEAR THE LOOP 
429 W. 14TH PLACE 


5 points 
to remember 


for complete 


DOWNTOWN 
433 W. HARRISON ST. 


warehousing 
distributing 
service in 


CHICAGO 


ON THE WATERFRONT 
3101 EAST 103RD ST 


West 
2750 W. 35TH ST. 





PLUS THESE ADVANTAGES: 
Modern buildings; low insurance; spacious switch tracks; ample truck 
loading doors; pool cor distribution; storage in transit; cooler rooms; 
efficient handling equipment; private storage; office space; negotiable 
warehouse receipts; financing; fumigating facilities 


Crooks Terminal Warehouses, Inc. 


CHICAGO 7 KANSAS CITY 1 NEW YORK 16 
433 W. Harrison St. 1104 Union Ave. 15 E. 40th Se. 


Associated with Overland Terminal Warehouse Co. 
1807 E. Olympic Bivd., Los Angeles 21 
Member of the American Warehousemen’'s Association 
OFFERING COMPLETE BRANCH HOUSE FACILITIES: 
Receiving /Storing/ Marking / Weighing /Reconditioning/Shipping/C.O.D./ 
Sight Drafts /Invoicing /Collections/Inventories/Freight Prepayments 


i 
! 
1 
' 
! 
1 
! 
1 
' 
1 
' 
I 
L 


hn ee Gn en eb hee On Coe 





CHICAGO, ILL. | 
CURRIER-LEE WAREHOUSES, Inc. 


427-473 W. ERIE ST.. CHICAGO 10 





Complete Facilities for Merchandise 
Storage aad Distribution 











CHICAGO, ILL. | 


Equipment Storage Corporation 
Main Office and Warehouse 
7446 S. Ashland Ave. 
Chicago 36, Ill. 


Heavy Industrial Storage 
Switch track and crane fa- 
cilities for handling heavy 
Bonded and Licensed 


PRospect 6-4616 


merchandise, steel, machinery, paper. 








CHICAGO, ILL. | 


Griswold & Bateman Warehouse Co. 
1525 NEWBERRY AVE. CHICAGO 8 


Modern Buildings * Low Contents Insurance * Reshipping, City deliveries « 
Vacuum fumigation of foodstuffs, tobacco, etc. * Cooling Rooms * Direct 
track connections * Over Sixty Years of Warehousing Experience 
Represented by Allied Distribution, Chicago, Il. & New York, N. Y. 


Member of A.W.A. 














DISTRIBUTION 


AGE, 


CHICAGO, ILL. 


Member NFEW.A 
Allied Von Lines 
and 


Serving Chicago 
50 Years 


Suburbs for Over 


JOYCE BROS. 


. Sige & Von Co. 


Réaes Park 4-0O033 — Teletype CG-2196 


MIDLAND 


la Chicage, Iilineis 


A complete warehouse organization fully equipped to haadie 
merchandise rapidly and economically with convenient locations 
tor local trade and excellent transportation facilities for 
att distributi Served by Chicago Junction Rollway 
providing direct connections with thirty-eight railroads. Recelv- 
ing station for Railway Express Agency on premises 





laquiries Iavited en Sterage, 
Office end Reatal Requirements 


MIDLAND WAREHOUSES, INC. 
1500 S. WESTERN AVE 
CHICAGO 6, ILL + CAnol 6-681! 


Choose from 4 locations 


ONE: Main bldg. Lake Shore Dr. at Illinois St. 
Combination office-whse. space, leasing or mdse. 
storage. 
TWO: Navy Pier in Downtown Harbor District; « 
ship- and barge-side warehouse on Lake Michigan. 
THREE: Ship Dock in Downtown Harbor; a ship- 
and barge-side warehouse at mouth of Chicago River. 
FOUR: Lake Calumet Harbor; 2 modern ware- 
houses at south edge of Chicago. Intransit, and 
ship- and barge-side warehouses. 

From North Pier Terminal you can get complete distribu- 
tion services: CL-LCL-TL-LTL-WATER. 

Chicago freight rate applies to every warehouse. No extra 
switching charges. 

Modern docks, modern fork and clamp lift trucks, 20- 
to 110-ton cranes, palletized handling, etc. 

Sprinklered, ADT protected. Low rent and ins. rates. 


Call oc write: W. W. Huggett, Pres., or S. T. Heffner, V. P. 


Eastern Rep: J. Leo Cooke Warehouse Corp., Jersey City 2, N. J 
Phone: Oldfleid 3-5080. New York phone: WHitehall 3-5090 


MEMBER—AMERICAN WAREHOUSEMEN’'S ASSOCIATION 


Jortn PIs? Sorinin al 
444 Lake Shore Drive, Chicago 11, 
SUperior 7-5606 


IHinois 


JULY Ve6N 











the most conscientious 
BABY SITTER 
your product ever had! 


PACKERS 


GIVES IT LOVING CARE 
-- THEN GETS IT THERE 
PROMPTLY, ACCURATELY 





Packers makes you feel like a customer again! 
amily management . . . our main interest i 
rving you... our best ads are our customers. 

LOCATIONS 


For Shippers’ Convenience, States, Cities 


ADD... 
“the finishing touch” 
to your sales program with Soo Terminal’s 
storage and distribution “know how”! 


@ An all-over service since 1914 
@ 500,000 sq. ft. concrete building 
® Fully palletized and powerized 
@ Year ‘round candy storage 

@ Cartage office on premises 


SOO TERMINAL WAREHOUSE 
Div. Beatrice Foods Co. 
519 W. Roosevelt Road 
CAnal 6-5740 





WAKEM & McLAUGHLIN 


Center of Chicago's metropolitan area for storage 
and distribution + Ship, barge and rail terminal, 
new Lake Calumet distribution center « Northern 
Indiana within switching district for storage in 
transit « ALL facilities for ALL types of mer- 
chandise. 


PACKERS) wanenouse corr. 


4000 Packers Ave., Chicago 9, Ill. All phones: Virginia 7-7972 


PCs 2: AMERICAN WARENOUSEMENS ASSOCIA 








CHICAGO, ILL. | 





Close to the Loop District, these two co- 
operated warehouses offer quick, efficient and 
economical service to stores and distributors 
in Chicago and the Mid-West. 


PRODUCERS WAREHOUSE CO. 
344 No. Canai St. (6) C. & N. W. Ry. 


THOMSON TERMINALS INC. 
346 W. Kinzie St. (10) C. M. St. P. & P. R. R. 


Prompt Deliveries Advances Made 








CHICAGO, ILL. | 


VERDE WARES 


of Anchor Storage Co. 


219 East North Water St., Chicago 11, DL. 
Telephone Mohawk 4-3325 
GENERAL MERCHANDISE STORAGE 


Centrally located one block east of Michigan Ave. Bridge 
Ten Car Private Siding C & N W Ry. 
Represented by Distribution Service, Inc. 








~*~ 


ERICAN WAREHOUSEMEN S ASSOCIATION ( 


va ae 


Since 1886 The Midwest's most 
modern and complete 
ousing facilities | 





4045-73 West Chicago Avenue 
213-235 East Illinois Street 


@ SINGLE STORY OPERATION 

@ FULLY MECHANIZED 

@ INSIDE SIDINGS & TRUCK DOCKS 
@ SPRINKLER & ADT PROTECTION 
@ LOW INSURANCE RATES 


write or wire for 
& details and services 


WAKEM & McLAUCHILIN tcorporates 


General Offices: 4045 West Chicago Ave. © Chicago 51, Illinois 
Telephone SAcramento 2-5700 








CHICAGO, ILL. | 








One of Chicago’s Finest 


A half million feet of modern warehouse space where you 
have every advantage for receiving, shipping and reshipping. 
Track space accommodates 360 railroad freight cars. 70 ft. 
covered driveways practically surround the clean, light and 
airy warehouse. 

Located on the edge of Chicago’s famous Loop and only one 
block from the mammoth new Post Office. Western Ware- 
house is in the heart of all business activity. Write for com- 
plete information. 


WESTERN WAREHOUSING COMPANY 
323 West Polk Street Chicago 7, Ill. 
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and Firms are Arranged Alphabetically 





CHICAGO, ILL. In Chicage use 
SYKES COMPLETE WAREHOUSE 


and Distribution Service 
Fully eprinklered warehouse building for merchandise storage 
exclusively, Centrally located —only 12 minutes from the loop. 


€ Ih h service with personal supervision. 
Peol Car: Distribution 


SYKES TERMINAL WAREHOUSE CO. 
929 West i9th St., Chicago 8, Ill. Phone MOnroe 6-2370 











CHICAGO HEIGHTS, ILL. | TELEPHONES: ie 5-5320 (Chicago Hghts.) 


INterocean 8-6969 (Chicago) 


UNITED WAREHOUSING CO. 


480 E. 14th St., Lincoln Highway 30, Chicago Heights, Ill. 
LOCATION: (11/2) Miles Calumet Exp. (7) Miles Calumet Harbor. 
(2) Miles Tri-State Toll Rd. 

One Story Brick and Concrete Construction. 75,000 sq. ft. of Storage 
Space. Unlimited Floor Load. Automatic Sprinkler System. Private Sid- 
ing. Automatic Dock Levelers. Fully Mechanized. Low Insurance Rates. 











E. ST. LOUIS, ILL.j 
McMAHON TRANSFER and WAREHOUSE CO. 


Since 1905 
OFFICES: BROADWAY AT 7TH ST., EAST ST. LOUIS, ILL. 
GENERAL HAULING—WAREHOUSING AND FORWARDING 
WAREHOUSES ON SOUTHERN RAILROAD BELT LINE 











“tr NE Meltik [emt ste)k 


Excellent service and low-cost 


WAREHOUSING FOR CARLOAD SHIPPERS 
MISSISSIPP! AVENUE WAREHOUSE 
© 360,000 Sq. Ft. on one floor ¢ Insulated for tem- 
perature control + 100% Sprinklered « Bonded 
« Legal liability Insurance » 50 car private siding on 
TRRA « Ample uncongested truck dock * Low Insur- 
ance rates « Storage-in-transit privilege 

FOR COMPLETE DETAILS, WIRE, WRITE, PHONE 


G. J. Nooney & Co. 


P.O. BOX 26 © EAST ST. LOUIS © BRIDGE 1-3723 





JOLIET, ILL. { 
Ree: WAREHOUSE & TRANSFER CO. 


12 NEW ST. JOLIET, ILL. 
MERCHANDISE STORAGE AND DISTRIBUTION 
INTER AND INTRA STATE MOTOR CARRIER 


"Best Distributing Point in Middle West" 


ECT! 0 
ne AGO FREIGHT RATES APPLY 
—NO SWITCHING CHARGES 











KANKAKEE, ILL. | 


ESTABLISHED 1925 


BELT ROUTE 
WAREHOUSE & STORAGE COMPANY 


Washington Avenue & Brookmont Blvd.—P. O. Box 307—Tel. 2-2732 


GENERAL MERCHANDISE STORAGE 


POOL CAR DISTRIBUTION 10-CAR SIDING NYCRR 
MAJOR TRANSFER CARRIER 











VANDALIA, ILL. | Telephone: 475 
VANDALIA WAREHOUSE CORPORATION 


1217-1331 W. Main Street 
Merchandising Storage At its Best 


140,000 sq ft. fully sprinklered—A.D.T.—lowest insurance rates—unlim- 

ited floor loads. 4 sidings—30 car capacity—Served by IC and PRR— 

reciprocal switching—ample truck docks—fork lifts and palletized. 
STORAGE-IN-TRANSIT PRIVILEGES 





a complete 
warehouse 


@ Skilled Personne 
@ Ideal Ce pcatic 
@ Mail & Phdne Offer Service 
@ Attractive Dffice| & Display 


¥ 


Ov 9,000 square fet of storage spgce 

ick and steel stru¢ture. Latest type handling 

eqbipment. Palletized hpndling, rapid s¢rvice| We -: 
with the main fine of N.Y.C. RR. Priyate 

inky. Free switching. 4 























a end © by 
1800-1834 JAcksen 2-2858 
ELK . INDIANA 


EVANSVILLE, INDIANA 


SH 
wes ee 


CHICAGO 


INDIANAPOLIS 


overnight 


from — 


EVANSVILLE 


MEAD JOHNSON 
TERMINAL 


O NASHVILLE 


A spacious, modern, fully mechanized warehouse and 
complete river-rail-truck terminal, centered in a mas- 
sive market. Transit storage, general merchandise 
warehousing and pool car distribution, plus wide 
range of other services. Contents insurance rate 6.8¢ 
per $100 per year. Write for free facilities brochure. 


A. J. WEBER, Vice President and General Manager 
D. L. ALQUIST, Sales Manager 


y MEAD JOHNSON TERMINAL CORP. 
Up Evonsvilie 2, indiana « HArrison 5-7152 


Ya 





¢ REPRESENTED BY: Allied Distribution, Inc. Chicago and New York 
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EVANSVILLE, IND. | Experienced Personnel—Prompt Service 


Complete warehousing and distribution services—418,000 sq. ft. on one 
floor—Unlimited floor | potting for 84 carloads at one time— 
Continuous truck doors—Low insurance 

Sprinklered—Palletized—Open yard storage 


‘PRODUCERS, INC. 


(Formerly Beeler Warehouse Corp.) 
P. O. Box 175 Phone HArrison 5-3585 

















EVANSVILLE, IND. = Boag, 
WAREHOUSING 


Fire resistant building. R.R. siding on Til. 
Cen. Ry. with reciprocal switching on L.&N., 
C.E.&i., N.Y.C., and Southern Rys. Storage in 
transit, transit arrangement made. 

TERMINAL WAREHOUSE, INC. 
915-919 Main St. L. D. Phone HA 5-8201 

















NEED DISTRIBUTION AND STORAGE? 
DON'T DELAY, CALL... 


E DGAR’S 


t he EN 14 fell hy + 


4 GENERAL OFFICES: 
2065 W. FORT, DETROIT 16, MICHIGAN ~- TA 5-0008 





FORT WAYNE, IND. | 








FORT WAYNE, IND. \ Telephone Anthony 3222 
FORT WAYNE STORAGE COMPANY, Inc. 


806-808 Hoyden St.. Fort Wayne 4, Ind. 
FIREPROOF AND NON-FIREPROOF BUILDINGS 


Penna. Co. R. R.; Grand Rapids & Indiana R. R.; Wabash R. R. 
Private Sidings—Pool Car Distribution 








Fer Shippers’ Convenience, States, Cities 


HAMMOND, INDIANA 


The nation’s finest in-transit dis- 
tribution point— The Rail and 
Truck Hub of the Mid-West 
* 


Facilities for warehousing all 
types of products 


Let us quote on your particular 
warehousing requirements 


NOWAK WAREHOUSES, INC. 


5009 CALUMET AVE. HAMMOND, IND. 
INDIANAPOLIS, IND. | Phene: Me 9-2581 
CROWN MOVING & STORAGE, INC. 


425 E. Market St. Indianapolis, Ind. 


Household Goods Storage 
Agent: WHEATON VAN LINES, Ine. 


INDIANAPOLIS, IND. [— 
INDIANA TERMINAL & REFRIGERATING CORP. 


230-240 So. Penna. St., Indianapolis 4 
17 a Sprinklered Warehouses Office Rooms 
84] General Merchandise and Cold Storage 


Down Town Location with RR tracks in building 














Phene MElrose 2-436! 








THE 
SPOTLIGHT IS ON 


PETTIT 


WAREHOUSES, INC. 
414 E. Columbia Street 
Fort Wayne, Indiana 





HAMMOND, IND. | 
FERREE MOVING & STORAGE, INC. 


4334 Calumet Ave., Hammond, Ind. 


Serving Chicago and suburbs for over 30 years from the 
Calumet district of Indiana. “‘Close to the Chicago Port.” 
Trucking, Warehousing, Packing and Distribution. 

Agent for North American Van Lines, Ine. 


Phone: WEstmont 1-1008 











INDIANAPOLIS, IND. | Telephone MElrose 5-4436 MEMBER OF A.W.A. 


Indianapolis Warehouse & Storage Co., Inc. 
330 West New York St. Indianapolis 7, Ind. 


Merchandise Storage ¢ Private Siding, N. Y. C. 
Pool Car Distribution . Office Space 


Represented By 
Distribution Services, Inc., New York City; Chicago, Ill. 


INDIANAPOLIS, IND. | 











Telephone—MElrose 2-2525 





MERCHANDISE STORAGE & POOL CAR DISTRIBUTION 
STORAGE-IN-TRANSIT 


Consign 1C—Indianapolis 
Lease space—Office space 


EF wencrancize WAREHOUSE CO.., INC. 


1414 S. West St., Indianapolis 25, Ind. 














GREAT LAKES WAREHOUSE 


CORPORATION ILLIANA STORAGE 


COMPANY, INC. 


General Warehousing and Distribution Service—Calumet In- 
dustrial Areo—Chicago Switching District—IHB, Monon, and 
NYC Railroads—Free of State Taxes—!/2 million sq. ft. brick 
ond concrete buildings—sprinklered—36 car spot—34 truck spot. 
It Industrial Rood, H d, Indi Chicago—Phone 
SAginaw 1-4411. Hammond Phone—WEstmore 2-3780 


Afflicted with SEAWAY STEVEDORING CO. In Chicago Port - 
trict. N. Y. Representative, AWC—MurrayHill 2-8927 














INDIANAPOLIS, IND. [ 
36 ears OF SERVICE 


General Merchandise Storage 


Pool Car Distribution 


Motor Trucking Service 
WAREHOUSE AND 


CARTAGE COMPANY 


Phone: MElrose 5-5513 TWX: IP 167 





One-Story Facilities 
Mechanized Handling 
Palletized Storage 


@ 


STROH 


359 West Ray Street, Indianapolis, Indiana 
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MUNCIE, IND. | Telephone AT 8.6677 


GENERAL MERCHANDISE STORAGE 
PRIVATE SIDINGS—35 CARS 
SERVICED BY—C&0—NYC—NICKEL PLATE 
LICENSED ICC INDIANA 


OREN-SHIVELY WAREHOUSES 


2700 So. Monroe St., Muncie, Ind. 

















CEDAR RAPIDS, IOWA | 


American Transfer & Storage Co. 
401-411 FIRST ST. S. E. PHONE EMpire 2-1147 
SINCE 1907 
General Merchandise Warehousing and Distribution. 
Cold Storage. 

Modern Brick it Woe y Sprinklered 80,000 Square Feet. 
Siding on C. M. St. & P. Rd. Free Switching "Son Other 


Roads. Motor Freight Terminal. 
Member of A.W.A.—N.F.W.A, 




















TRANSFER & STORAGE CO, 


MODERN WAREHOUSE 
AND TRUCK TERMINAL ON TRACKAGE 
Complete Facilities For Efficient Warehousing 
and Distribution of Merchandise 
DAILY SERVICE IN EVERY DIRECTION 


DAVENPORT, IOWA New Warehouse 
and Distribution iene 


Easily accessible! palletized! 


. ROEDERER TRANSFER 


AND STORAGE CO. 


Post Office Box 299 | 





DUBUQUE, EOWA COMPLETE 
DISTRIBUTION SERVICES 


222,000 Sq. ft. of floor space in buildings of brick-concrete 
steel construction. Chicago-Great Western R.R. siding with 





10 car capacity. Free switching with Federal Barge Lines. 
Low insurance rates. Complete-Motor-Freight-Facilities. 
Pool Car distribution—all binds. Merchandise & House- 
hold Goods Storage, industrial and office space for rent. 


rise today 


DUBUQUE STORAGE & TRANSFER CO. 


3000 ELM ST. DUBUQUE, IOWA 


Member of towe Worenhouse Asn 


Represented by: A 4 ft 























NEW ORLEANS, LA. [ Established 1923 
4 G BAUER 1111 Barracks St. 
° ° New Orleans 16, La. 
Household Goods Storage—Local and Long Distance Moving 
ee 
D> sckite® Sori oben souiraen 
Phone Jackson 2-1388 Teletype TWX 44 Coble BAUERSTOR 
NEW ORLEANS, LA. iT E. 6. Fontalee, Jr.. Pres. W: E. Martiny, Gon. Mer. 
COMMERCIAL TERMINAL WAREHOUSE, INC. 
Office: 1402 So. Peters St., New Orleans, La. 
Established 1910 
A dependable agency for the storage and dis- 
tribution of Merchandise and Manufactured i 
products. 
Member ef Asseciated Whses., Inc. New York City & Chieage 
NEW ORLEANS, LA. | 30 YEARS YOUNG! 
ro, GULF SHIPSIDE 
Sau E STORAGE CORPORATION 
V —SHIPSIDE STORAGE 
V —STATE LICENSED—U. S$. CUSTOMS BONDED SPACE 
V—LOCAL AND LONG DISTANCE MOVING 
V—LOCAL DELIVERY SERVICE 
WRITE: P. 0. BOX 1495, NEW ORLEANS 5, LA. 
PHONE: WHITEHALL 4-5511 
NEW ORLEANS, LA.| TELEPHONE 529-4471 
HAYES DRAYAGE & STORAGE, INC. 
1421 So. Peters Street — New Orieans 3, La. 
ese" sSivan) “Tatsine na sateen i 
ore omy = le ces — pool car 


distributors — 
and weighing. 











NEW ORLEANS, LA. | New Orleans Merchandise Warehousemen's Ass'n 





MALONEY TRUCKING & STORAGE, Inc. 
133 NORTH FRONT ST., NEW ORLEANS 1 
An Able Servant to the PORT OF NEW ORLEANS 
Complete warehousing facilities—Distribution—Weighing— 
Lr ny ace ne oe Ware- Ae 


ice Space—Display Rooms—Sprinklered Risk. 
UNITED STATES AND STATE BONDED 











KANSAS CITY, KANSAS | 


For Good Warehousing in Kansas City 
Call G-K Warehouses, Inc. 


Complete Bonded Service with Extensive Facilities 
Kansas Ave. and Railroad St., Kansas City 5, Kansas 
Represented by Affiliated Warehouse Companic> 

















OUSVLE, XV. eee peat 


10 modern one-level buildings and 340,000 sq. ft. Since 1884 
in Louisville 
120,000 sq. ff. in Jeffersonville, Ind. 
ADT Protection * Heated & humidity controlled space 
Modern equipment R. R. storace in tronsi 


DISTRIBUTION AGE, 








NEW ORLEANS, LA. 1 si dhs Sine, KE. J. Kraft, See-Tress. 
STANDARD WAREHOUSE COMPANY, Inc. 


100 Poydras St. - - +- New Orleans 8, La. 


MERCHANDISE STORAGE—POOL CAR DISTRIBUTION 
Leceted in the Heart of the Whelesale District * > Sona 
iont to Rail & Truck Depots © Pome ge enw + ogg recks f & 


VO-SP RR ® Reci 
COMPLETE WAREHOUSING “Serv E 











BALTIMORE, MD. | 


C. J. Neuner, Supt. & Treas. 





CAMDEN WAREHOUSES 


we. Station, Bahimore | 
ating Termine! Warehouse on Tracks of 
The be Baltimore & Ohio Railroad Co. 
A. D. T, Private Watehman, Sprinkler 
Storage— Distrib ation—F orw arding 
Tebsecee Inspection and Export—Lew Insurance Rates 
Censian Vis Baltimere & Ohio Railroad 








JULY 1961 








For Shippers’ Convenience, States, Cities 








BALTIMORE, MD. | Complete Warehousing Services 


MBs Pacid,  EreneSs Preceatios 
RA Davinson 


BRoodway & 7900 
Cable: DAVTRANSCO TRANSFER & STORAGE CO. 











BALTIMORE, MD. | 


powLeY 


Warehousing & 
Distributing, lnc. 


60! S. FULTON AVE., BALTIMORE 23, MD. 


POOL CAR DISTRIBUTION 





We know how 


B & O PRIVATE COVERED RAIL SIDING 


Trucking—Warehousing 
Center 3-4400 


MEMBERS 
M.M.T.A. & A.T.A. 











BALTIMORE, MD. | H. C. COLEMAN, VICE PRES.-OPER. EXEC. 


Phone MUlberry 5-1700 


WESTERN MARYLAND WAREHOUSE CO. 


(Formerly Baltimore Fidelity Whee. Co.), 300 St. Paul Place, Baltimore, Md. 
e FIRST CLASS INLAND & WATERFRONT WAREHOUSES 


@ STORAGE @ DISTRIBUTION ¢ FORWARDING 
@ POOL CARS A SPECIALTY 
SHIP VIA WESTERN MARYLAND RAILWAY DELY. 

















Located on Boston’s 
Arterial Highway 
No congestion—No delays 


Unexcelled Facilities For All Storage Needs 


Wiggin Terminals gives the 
benefit of many years ex- 
perience. Excellent labor 
relations. Sate, modern 
handling equipment and 
trained personnel speeds 
work along. 


WAREHOUSES 
LUMBER TERMINALS 
Write er phone for a complete illustrated brochure showing how 


WIGGIN can serve you. 
Represented by Distribution Servies, ine. 


WIGGIN TERMINALS, INC. 


50 Terminal Street, Boston 29, Massachusetts 





Telephone CHarlestown 2-0880 
ae & Treas. 


LOWELL, MASS. | Call v. r. 
ane 8-8758 


CURRAN-MORTON of Lowell, Inc. 
93 Bridge St. Lowell, Mass. 


“Hub of New England" 


Complete, reliable, and tested management of all 
storage and distribution requirements. 


SP RINGFIELD, MASS. | General Cold Storage 


Pioneer Valley Refrigerated Warehouse, Inc. 
P. O. Box 155 Brightwood Station 


Whse.: Steel & sonerete, automatic fire & burglar alarm—A.D.T. TSArea |,000,000 
sq. ft. Fl Ld 350 Ibs. Ci Ht 8. “ie. Elev cap 6,000 ibs. Priv siding 50-car cap on 
& consign shipments via B&M; sta. Brightwood; free — 100% palletized. 
Temp. range—i0° to 40°. Homi | control. 15-tk. dock. Specialize in frezen feeds. 
Open yard stge. Br. Ofieo faciliti Leans on stered commodities. Printed tariff. 


Member of the ne W. A. (Cold Storage Div.) 



































BOSTON, MASS. | 131 Beverly Street, Boston, Mass. 
Operated by 
CHARLES CHARLES RIVER STORES, INC. 
B&M R.R. private siding 
RIVER Large covered truck plat- | 
STORES (=) 
BOSTON, MASS. | 
Commodity Warehouse Corp. 
30 Pittsburgh Street Boston 10, Mass. 
Merchandise Storage—Pool Car Distribution 
NYNH&H RR Private Sidings on B&M RR 
Sprinkled & Heated Space. Fully Palletized. 
BOSTON, MASS. | 
Hoosac Storage & Warehouse Company 
Lechmere Square, East Cambridge 41, Boston 
FREE —_ BONDED STORAGE 


$s 
Warren Bridge Warehouse, Charl 








BOSTON, MASS. [06 Years of Dependability 1865-1961 


NATIONAL DOCK & STORAGE 
WAREHOUSE CO. 


STRATEGIC LOCATION © EXTENSIVE FACILITIES © RELIABLE SERVICE 
25 Lewis St. © East Boston 28, Mass. « LO 9-0050 











BOSTON, MASS. | PHONE: STADIUM 2-8610 


General Merchandise Storage 
Pool Car Distribution—B. & A. Siding 
One-Story Heated—Sprinklered Facilities 
Mechanized Handling—Palletized Storage 
STANDARD STORAGE COMPANY 


108 HOLTON STREET BOSTON 35, MASS. 























CENTRAL DETROIT WAREHOUSE 
Located in the heart of the wholesale and jobbing 


district, within a half-mile of all freight terminals. 
Modern buildings, lowest insurance rate in city. 


WAREHOUSE & TERMINALS CORPORATION 
Wyoming and Brandt Avenues 

Modern concrete buildings, fully sprinklered, serv- 

ing the west side of Detroit and the city of Dearborn. 

Specializing in heavy and light package merchan- 

dise and liquid commodities in bulk. Connected 

directly with every railroad entering the city. 


Central Detroit Warehouse Co. 
Fort and Tenth Streets, Detroit 16, Mich. 








80 
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FROM ALL OVER THE WORLD 
SHIPS DOCK AT 








It’s no wonder they use Detroit Harbor Terminals—2400-foot-long 
dock — directly served by five railroads — huge yard with 90-car 
capacity—every type of crane, hoist and tackle—quick access for 
trucks—a million square feet of cold and dry storage—fireproof— 
expert personnel — chief handlers of European autos — modern 
offices in the size you want. It’s no wonder the whole world uses 
Detroit Harbor Terminals. 


WRITE FOR OUR ILLUSTRATED BROCHURE 


Dror or Teammas, § NC. 











In Detroit It's JEFFERSON For Complete 


Warehousing and Distribution 


Private Siding, Reciprocal Switching, 
Local Delivery via Our Own Trucks 
Reshipment to any Point 
Pool Car Distribution 


200,000 sq f# of floor space. Moders building, com- 
etely sprinklered and fully protected by A.D.T. 
xcellent location. Mechcnized for fast handiing 

Prompt reply to ali Inquiries. 


JEFFERSON wanenotse 


1900 E. Jefferson Ave. LO 74706 Detroit 7, Mich. 
MEMBER OF DISTRIBUTION SERVICE, INC.—AWA 








4461 W. JEFFERSON DETROIT 9, MICHIGAN TA 5-3200 
DETROIT, MICH. | NEED DISTRIBUTION AND STORAGE? 
DON'T DELAY, CALL... 


’ EDGAR’S 


> Ba WAREHOUSES 


GENERAL OFFICES: 
2065 W. FORT, DETROIT 16, MICHIGAN + TA 5-0008 











DETROIT, MICH. | 
Fleetwimg TERMINAL CORPORATION 


2550 B. GRAND BLVD. © GENERAL OFFICES | 


DISTRIBUTION SPECIALISTS 
Serving all Wholesclers, Distributors & industry 
LET US SOLVE YOUR STORAGE PROBLEM 


Call tr-4-0100 perrort 3=—6 Now! 














The Best is U. S. in 


~ cowpueré WAREHOUSING Facies 
[Inited States 








& STORY BUILDING 
—— i 
» 


(old Storage 


@anociio 


500,000 Su. FT. 
FLOOR SPACE 

38 TRUCK SPOTS 
pncnetececteeatins 


1448 WABASH AVE. DETROIT 


> WOODWARD 2-4730 
7 FREIGHT ELEVATORS 


19 RAILWAY 
SPOTS 








Warehouse 








> . 
” An Associated 





DETROIT, MICH.| Telephone: TRinity 3-000 
JOHN F. IVORY STORAGE COMPANY, INC. 


8035 Woodward Ave. Detrolt 2, Mich 
Complete Facilities 
Local and Long Distance Moving ¢ Packing— 
Domestic Export ¢ Storage © Import Storage & 


Distribution ¢ U. 8. Customs Bonded Warehouse 
Member: ATA—Mich MAWA—Mich TA—HheTA 











DETROMT, MICH. | GENERAL MERCHANDISE STORAGE 
WOLVERINE STORAGE CO. 


6400 HILDALE EAST* DETROIT 34, MICH. © FOrest 6-7415 
Fully Sprinklered* Dry Heat+ Low Insurance Rate 
* DAILY METROPOLITAN © W.Y.C. R.R. 9 POOL CAR 


DETROIT DELIVERIES DISTRIBUTION 
(our ewn trucks) SIDING A SPECIALTY 











DETROIT, MICH. | 
LAKESHORE WAREHOUSE, INC. 


Merchandise Storage — Pool Car Distribution 


Centrally located for all wholesale groceries 


Grand Trunk R.R. 6 Car Siding 
700 East Atwater Detroit 26, Michigan 











For information on New Products and 
Equipment elsewhere in this issue, write 
on your company letterhead to The Editor, 
DISTRIBUTION AGE. 
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For Shippers’ Convenience, States, Cities 


KANSAS CITY, MO. | 


BROKERS WAREHOUSE Inc. WAREHOUSING 


871 East Hennepin Ave., Minneapolis 14 FE 8-8604 BONDED e LOW INSURANCE 
@ WAREHOUSING  @ DISTRIBUTION @ TRUCKING POOL CAR DISTRIBUTION @ RAILROAD SIDINGS 
@ MECHANIZED HANDLING @ PALLETIZED STORAGE Victor 2-3876 


MINNEAPOLIS, MINN. [GENERAL MERCHANDISE 
MURPHY WAREHOUSE CO. 


315 Harrison St. N. & 
FEderal 6-0865 


Pool Cer Mechieery Lecat 
Distribation Moving Cartage at7 GRAND 





























MINNEAPOLIS, MINN. | Established 1883 KANSAS CITY, MO. J” 
SECURITY WAREHOUSE COMPANY MERCHANDISE WAREHOUSING 


and DISTRIBUTING 
BRANCH HOUSE FOR FACTORIES 


oer Ce eemaien, eet Seuchene POOL CAR DISTRIBUTION 


~ -- SS 

















ST. PAUL, MINA. [ a 

A COMPLETE WAREHOUSING SERVICE eS =: (i: -—- 
Merchandise Storage—Cold Storage a” 

Pool Car Distribution—Industrial Facilities 


pag A , the center of the Twin Metropelitan 
the from which the Twin and the ¢ 
Grae oe oe be served from ene stock, with utmest speed 8lst YEAR “The Symbol of Service” 


CENTRAL WAREHOUSE company CENTRAL STORAGE COMPANY has been serving dis- 


. tributors of merchandise (since 1880) longer than any 
739 Pillsbury Avenue St. Paul 4, Minnesota other public merchandise warehouse in Missouri. There 


a. rym Be is no real substitute for experience. Our methods are 
251 &. Grund Ave. 7 50 Charch $e. standing the test of time and practical usage. New methods 
Gucase 11 aw SAB FRABCISCO 7 and equipment are being employed and still newer ones 
Phas: will be adopted as their use becomes practical in better 

serving our customers. 


AMERICAN WAREHOUSEMEN S ASSOCIATION \ Tel.: VICTOR 2-3268 


ST. PAUL, MINN. [GENERAL MERCHANDISE oes ae » 


MURPHY WAREHOUSE Co. 1422 ST. LOUIS AVENUE (West 10th St.) 


1924 University Avenue @ KANSAS CITY 1, MISSOURI 











Midwey 6-659! 
Represented by BISTRIBUTION SERVICE, INC. 
New Yorkh—Chicago—Sen Frencisce 


Pee! Cer Machiaery 
Distribetion Moving 


KANSAS CITY, MO. j KANSAS CITY, MO. | Teletype: KC-248 Telephone: Victor 2-0767 


$3 VALUABLE FREIGHT HANDLING, DISTRIBUTION MERCHANDISE WAREHOUSING 
& WAREHOUSING SERVICES! We own 400,000 sq. ft. of space 


1. Generel treester. 6. Pool cer distribetics. Sprinklered Building 
6. Freight ferwerdieg end ae Central Alarm System 


Pool Car Distribution 
PA heya nical Branch Office Facilities 
63 Years’ Experience—Established 1898 Cooler Spesenieeeeied Humidity 


ADAMS TRANSFER & gem OWN AND OPERATE OUR OWN CARTAGE COMPANY 
=... UPS. | | JACOBS WAREHOUSE CO., INC. 


““Serresaded by the Waelescte District’ . ~~, Executive Offices: 
AR Phones: Victor 12-6225 Keases City, Me re 1328-30 W. 12th $#. Kansas City 1, Mo. 
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4. Choicely Located Warehouses 


give you finest Warehousing, Distributing 
facilities in the booming Kansas City area 


Terminal Bidg. 
1209 Union Ave 


Security Bidg. . 
1405 St. Levis Ave. 45-47 $. Ewing St 


Offering these A-plus advantages: 


Modern Facilities 
Responsible Management 
Spacious Switch Tracks 
Ample Truck Loading Doors 
Fleet of Motor Trucks 


Cooler Rooms 
Storage in Transit 
Office Space 
Display Rooms 
Financing 
OFFERING COMPLETE BRANCH HOUSE FACILITIES: 


Receiving /Storing / Weighing / Marking /Reconditioning/Car Distribution/ 
Freight Prepayments / Shipping /C.O.D./Sight Drafts/Inventories 


Crooks Terminal Warehouses, Inc. 
1104 UNION AVE., KANSAS CITY 1 
Chicago 7—433 W. Harrison St. New York Office 16—15 E. 40th St. 


1807 E. Olympic Blvd., Los Angeles 2} 





‘KANSAS CITY 





ST. LOUIS, MO. { CHESTNUT 1-8394 
KEYSTONE WAREHOUSING CO. 


1025 SPRUCE ST. 
Represented By MERCHANDISE STORAGE 


Aipitad wicenoust COMPANIES 
105 W. Madison St., 36 W. 44th Street 

Chicago 2 New York 36 

$T 2-5180 MU 2-8927 





ALi FACILITIES FOR 
COMPLETE SERVICE 











Ju the SL. Louis Marketing Area 


at S.N. Long Warehouse 


IN THE CENTER OF THE .. 
BOOMING MIDWEST TRADING AREA bs: 





Member of the American Warehousemen's Association 


a 





Associated with Overland Terminal Warehouse Co. 





Kansas City, Mo. 


mi 


“KANSAS CITY TERMINAL WAREHOUSE c0.. 


STORAGE AND DISTRIBUTION 
500,000 SQUARE FEET... 
AMPLE COVERED TRUCK DOCKS 


ST. LOUIS AVE. & MULBERRY ST. 


’ e 
COMPLETE WAREHOUSE FACILITIES 


for the proper Storage 
and Distribution of your 
Merchandise in the Kansas City trade creo. 


Vb POOL CAR DISTRIBUTION 


MIDWEST TERMINAL WAREHOUSE CO. 


2020-30 Walnut Street, Kansas City 8, Mo 


Owned and Operated by the ST. LOUIS TERMINAL WAREHOUSE CO., ST. LOUIS, MO. 


‘$.N.LONG WAREHOUSE 


ST LOUIS The Thy Siarrons 





ST. LOUIS, MO CEntrel 1-9535 
MADISON STREET TERMINAL WAREHOUSE CORP. 


2000-2028 NORTH MAIN STREET 


* Single & Multiple Floor * Controlled tempercture and 
Facilities. F.M. Insured. humidity cooler rooms. 

* Burglor & Sprinkler * Member—A.W.A. 
protection. 


“Compare Service — Cost and Facilities” 


ST. LOUIS, MO. ] Merchandise Storage and Distribution 


RUTGER STREET "is*zz‘te ci." 


Rail and River Lines 
WAREHOUSE, INC. 
MAIN & RUTGER STS. ST LOUIS 4 


Ant Burglar & b Sortatier Alarms MUrray Hill 9-7645 
200,000 Sq. 


Feet of Spoce Chicago 
Low Insurance RAndolph 6-4457 











Offices: 


New York 


Member 
BONDED 


ST. LOUIS, MO. | Telephone: PROSPECT 6-3850 
WAREHOUSING CORPORATION 


of Missouri, Inc. 
3937 PARK AVE. * ST. LOUIS 10, MO. 


General Meretaesie 
Cuaetets Warehouse Service, 200,000 squar Pool Car Distributing 
Service. A D T Bu ~*~ fF yt Bonded. Served 
ific & Frisco RR. “available fleet of Modern Trucks, amole 
car leading sidings. Large Covered Truck Dock. 
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ST. LOUIS, MO. 


OVER 1,000,000 Sq. Ft. 
of WAREHOUSE Space 


Located right in the midst of business 
Plus FAST 
and EFFICIENT DISTRIBUTION 
in the ST. LOUIS AREA 
Call Us Collect for Rates and Information 
Complete Gacilities 


Pool car distribution 
Reforwarding storage in transit 
A.D.T. Alarms and sprinkler systems 
" hd Traffic and legal depts. Bonded employees 


ST. LOUIS TERMINAL 
WAREHOUSE C0. 


General Offices + 826 Clark Ave. « St vis 2,M 


CHICAGO OFFICE Raw YORK OFFICE 
68 West Jacsksen Boulevard (4) 
HArricen 7-3688 


“ay AMERICAN WAREHOUSEMEN’S ASSOCIATION 


208 Pert Avenue (!7) 
YUkee 6-7722 











SPRINGFIELD, MO. | Agent: ALLIED VAN LINES, Ine 


GENERAL WAREHOUSE CORP. 


601 Ml. National Ave., Springfield, Me. Phone: University 4-1855—TWX—S0-8585 
MERCHANDISE AND HOUSEHOLD GOODS STORACE 
POOL CAR ay ey oe 
We specialise in Transit Storage 
Member AWA, NIWA, sae on 


Chi Office ‘ork Office 
8 W. Jackson fs 4) HArrison 7-3688 250 Park yy (17) YUkon 6-772 











OMAHA, NEBR. [~ Phone: 342-4269 Titp: Om 148 


CENTRAL STORAGE and VAN COMPANY 
814 North 14th St., Omaha 2, Nebr. 
The only exclusive pool car, pool truck and local delivery 
center in the Omaha marketing area. Located on C&ANW 
Railroad. 4 car capacity, 7 truck docks. Exclusive agent for 
Emery Air Freight. 
See Omaha Central Central Warehouse Company advertisement on this page 





For Shippers’ Convenience, States, Cities 





LINCOLN, NEBR. | 





IN NEBRASKA—cEnTER OF 


THE GREAT WESTERN HEARTLAND 
LINCOLN and GRAND ISLAND 
MAY BE YOUR BEST DISTRIBUTOR POINTS 


WHY NOT CHECK? 


WRITE, WIRE OR CALL 
TODAY 


MERCHANDISE STORAGE 


POOL CAR DISTRIBUTION 
EXCELLENT "‘IN TRANSIT" 


POINT 
FLEET OF 40 TRUCKS 


ALSO 


HHG MOVING 
RIGGING & HEAVY 
HAULING 


SULLIVANS 


ESsaneseeee: Oo 0 


danaaeetn ean AWA., MayWA 
ALLIED DISTRIBUTION 


0 
wh eR | 6 GORDON 


STORAGE WAREHOUSES, INC. 


“Satisfactory Service Since 1887” 
Agt. Allied Van Lines, Inc. 


Modern sprinklered whse. on trackage 
Mdse. Stge. & complete Dist. service 


Member of A.W.A. & N.F.W.A. 
1201 Jones St. Phone: 342-3032 


OMAHA, NEBR. | William A. Watts, V. P. & Gen. Mgr. 


311 West 4th St. 
Grand Island, Nebr. 




















OMAHA CENTRAL WAREHOUSE CO. 


801 So. 15th St., Omaha, Nebr., Phone: 342-4269 


Merchandise storage, pool car distribution, service. 
Central location, pperteneed personnel, Ample truck docks & two 
R. R. Sidings, 160,000 sq. ft. heated warehouse space, 5000 sq. ft. of 
— a display space, ADT sprinkler & tosteny system throughout. 
ow ins. ra 


local delive: 











OMAHA, NEBR. | 


FIDELITY STORAGE & VAN CO.., INC. 
1109 Howard St. Omaha, Nebr. 342-0288 
Merchandise — Pool Car Distribation — Household Goods 
60,000 SO. FT. RAIL SIDING 


EXPERT SERVICE ESTABLISHED 1913 
Agent, Aero Mayflower Transit Co. 








See Central Storage and Van Co. advertisement on this page 
New Hampshire's Largest Warehouse 
(Privately 


MANCHESTER, Nf and State Bonded) 





McLANE & TAYLOR CORP. 


Serving a fast-growing, year ‘round marketing area. 
General Merchandise — STORAGE — Household Goods 
Freezer and Cooler Space. 

Pool Car Distribution—Storage in Transit. 
Private Siding—Boston & Maine Railroad. 
Offices: 624 Willow St. Tel. NA 3-3526 and NA 3-3527 








OMAHA, NEBR. | FORD 


oor & MOVING cope ss' Y 
ha 2, Nebraska 
lesated warehouse. pom eonstructica—F ully 
ngs on 1.6 R.R. and U.P. RR. —q 
Merchandise—Cesier Storage—H cuseheid Geeds Storage. Alse operates 
meodera facilities in Council Bluff, oy Our own flest of trucks for quick deliveries. 
Member of N. W,. A. and A. W. A. 
Represented J. Allied Distribution law 


Chiea 
2 E. Jecbeen Bivd. 
WA 2-3567 











BAYONNE, N. J. | HEmlock 6-5000 


LEHIGH TANK TERMINAL 





Ingham Ave. & 2nd St., Bayonne, N. J. 


Facilities: 4,000,000 gallon tank storage capacity. Warehouse 
and drumming facilities. 

Track Connection: Serviced by Jersey Central Railroad private 
siding. Up to 16 tank cars—S cars pik : Semana 
Tank truck leading facilities. Private’ truck 
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GAYOMNE, I. (prone: euisobeth 40ene TWX: bits, N.J. Woes NEWARK, N. J. [sisetow 3-7200 Rector 2-3338 Tite: WK 1073 
WHEELIN Warehousing and LEHIGH WAREHOUSE & TRANSPORTATION CO. 
Distribution 98-108 Frelinghuysen Ave., NEWARK, N.J. 


Past and efficient fleet of Modern Trucks Facilities: 228,000 sq. ft. Modern Building. Frpf. sprinklered. 
Ark siding on CRN of Ni. 100% Paletized Operation. gate, ADT. Track Connection: LVRR. Recip switch PRR. Cap 15 
9 Bi # Linléh SERVICES —_ cars, Stge in Transit. G.M. Pool car dist. U. S. Customs 
Wheeling Transportation, Inc. RS ; Bonded: Lehigh Transportation Co. serving Metropolitan Area. 
Foot of Pier St. Bayonne, N. J. mtr Member: AWA, NJMWA, WA of PNY, NJMTA. 


























ACCELERATE! PASSAIC, WN. J. [NEED DISTRIBUTION AND STORAGE? 


DON’T DELAY, CALL . 


Camden Marine Terminals’ strategic > 
location lets you-speed up delivery of . = |e) GAR he 
your product if you. wish. With effi- 

cient marginal slip-warehouses paral- 

leling a 35-foot channel, Camden 7 ° WAREHOUSES 
Marine gets the cargo out, gets it " 

loaded fast. Trucks are within minutes GENERAL OFFICES: 

of superhighways (access to the Penn- 2065 W. FORT, DETROIT 16, MICHIGAN ~- TA 5-0008 
ae Tee — than from 
many iladelphia locations), and 

there are links with two major rail- PATERSON, WN. J. | Our 42nd Year 
roads. Write for fact-filled folder. N. J. Phone: ARmory 8-41 14-4115 
N Y. Phone: CHelsea 2-4466 


CAMDEN MARINE 
COMMERCIAL WAREHOUSES 
TERMINALS 90 Grove St. Paterson 17, N. J. 


Operated by Merchandise Warehousing and Distribution, Centrally 

South Jersey Port Commission Loeated for New York, New Jersey and Beyond. Away 

P.O. Box 129, Camden 1, NJ. from Congested Areas—Adjacent to All Main Highway 
J. W. McGee, General Manager Arteries. Private Sidings Erie RR & D.L.&Qw. 





























CAMDEN, N. l Camden phone: EM 5-6200 Phila. phone: MA 7-2793 PORT NEWARK, N. J. } MArket 3-7463 
EAVENSON & LEVERING LEHIGH PORT NEWARK WAREHOUSES CORP. 


DIVISION OF MACK WAREHOUSE CORPORATION ¢ MB eis, 206000 1. tote st tan, 


sprinklered, heated. Track connections P.R.R., 
3rd & Jackson Streets Camden, New Jersey Nid. and 'LV.R.R. — SIT — Lehigh Transportation serving 
WAREHOUSING DISTRIBUTION 


metro. area — G.M. import & export. Deep water berth. 
Free lighterage. 

* 400,000 Sq Ft of ideal storage space PORT NEWARK, N. L | Phones Guincbeth 00080 TWi: Gis, 1. 1008 

Storage-in-transit * Pool car distribution 


i WHEELING “‘sivsnts™ 


PRSL: Siding with 15 car capacity steam Smite 
Ample truck docks Bor siding om PR Lynn DER Re-Storese to Trenslt 
lietized Operation—A.D. 


Experienced, well-equipped personnel A.0.1. Burglar Alarm. 
Wheeling Transportation, Inc. 


Other facilities in Philadelphia with 
an area of 740,000 square feet Port Street Port Newark, N. J. 


HILLSIDE, N. 1. Phone: Elizabeth 45050 TWX: Eliz., N.J. 1065 SECAUCUS, N. l. } UNION 6-2306 


WHEELIN Mascieming ant WILMOD WAREHOUSES INC. 
own fleet of Modern Trucks 280 ROUTE 3, SECAUCUS, N. J. 
Piet aiog cS fai i, Tors ‘ahetned — Located in the heart of the Commercial Zone 
Wheeling Transportation, Inc. of N. Y. C. Low distribution rates. 
1235 Central Ave. Hillside, N. J. We invite your inquiry. 


JERSEY CITY, N. J. [ousteta 3-3360 Rector 2-2345 Titp: JCY 1068 TRENTON, W. J. | ESTABLISHED 1919 
LACKAWANNA WAREHOUSE CO., INC. ANCHOR WAREHOUSE COMPANY 


629 Grove St., Jersey City 2, N.J. P. O. BOX 793, TRENTON, N. J. JUniper 7-8600 


Facilities: 1,182,000 sa. ft Modern Building, reint. concrete TWX: Mercerville, N. J., 8580 

and steel. Frpf. sprinklere: urglary and Holdup pro- . ° : : 
tection. Track Connections: Lackawanna RR. Cap. 52 cars. Distribution & Warehousing 

Storage-in-Transit. Cartage: 54 tk cap. Class of Business: Covering New York & Delaware Valley Areas 


G. M. Pool Car Dist. Member: AWA, NJMWA, WA of PNY, 
NJMTA. Represented by: Affiliated Warehouse Companies, Chicage & New York 



























































NEWARK W. 1. | FEDERAL wareHouses TRENTON, N.J. | in heart of Delaware Valley, U'S.A. 


MAIN OFFICES: 155 WASHINGTON STREET, NEWARK, N. J, — Mitchell 3-2222 DELAWARE VALLEY WAREHOUSE CO. 


PERSONALIZED WAREHOUSING & DISTRIBUTION FOR OVER 25 YEARS EAST STATE ST. & ROBERTS AVE., TRENTON, N. J. 
FACILITIES—2,000,000 square feet, modern platform loading, reinf. concrete 230,000 oft of 4 aiteueh industrial “eal om 


and steel bidgs. Accounts segregated. Sprinklered, heated, A.D.T. supervised. 

rail Saag -Tone. R.R., C.R.R. of N.J., Susquehanna R.R. .. sprinkler Fy lar a. 
SERVICES—General merchandise stored, distributed. Offices and showroom letized. On P. R.R. main lin 

sp “+4 po car, storage in transit, customer service, credit, packing, overseas to Ph 20 truck Feainamen 
ckteptes and receiving, private vaults, temperature controlled space. ; Be - = a 5 es, other major high- 


SERVING AMERICA'S FINEST FIRMS IN THE EASTERN MARKET ways. hy Mts2as 


‘Tee Cnam oF 
Tiotwater 
Temas 


AMD INLAND 
waatwouses 
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BROOKLYN, N.Y. | MAin 4-7200 
chandise. Licensed Coffee and Sugar Ex- 


Dock Set And Bottling Center, Inc. 





For Shippers’ Convenience, States, Cities 





Private Sidings 


BUFFALO, N. Y. | 





LEDERER «& 
TERMINALS © 


.. HAVE SOMETHING IN STORE for you... 
NIAGARA FRONTIER FOOD TERMINAL, BUFFALO 














Pier 41, + Foot of Ven Byte S., Brooklyn, N.Y. 
BROOKLYN, W. Y. | CENTRALLY LOCATED Member of A.W.A. 
EMPIRE STATE WAREHOUSES COMPANY 


ing, eprinidered. Lighterage facilities. 
390-98 NOSTRAND AVENUE © BROOKLYN 16, N. Y. 
FIREPROOF WAREHOUSES 
STORAGE OF GENERAL eeemeeanDtss 
RN ene ane. UNLOADING FacitiriEs 





Class of Business: Export and import mer- 
10 onaet FLOORS F SPACE 


TS FOR LIQU 
COOLER AND TEMPERATURE CONTROL SPACE AVAILABLE 














BUFFALO, LY. 








AMERICAN’S 


3 WAREHOUSES IS) SN 
BUFFALO, N. Y. . 
ZA 


OvER 
SO YEARS 


AMERICAN HOUSEHOLD STORAGE COMPANY 





FOR WORRY-FREE MOVING & STORAGE | 


BUFFALO, N. Y. 


WILSGint 


General Offices: 290 Larkin St., Buffalo 10 (> 


MERCHANDISE STORAGE 
Storage in Transit and Pool Car Distribution 


Warehouse Dncoporaled 


Ye 
| 





90,000 Sq. Ft. — Sprinklered 


DEER PARK, L. 1, WY. | 








BUFFALO, X.Y. | 


Telephone: TR 7-241! Teletype BU 267 


BUFFALO MERCHANDISE 


WAREHOUSES, INC. 
STORAGE AND DISTRIBUTION 
NYC Siding. Reciprocal switching 


Members: American Chain ef Warehouses, ine. 
New York and Chicage 
American Warehousemen's Assn., Chieage 


General Offices: 261 GREAT ARROW AVE., Buffale 7 








Daily Distribution in 
Metropolitan N. Y., 
8 Counties in N. J. 


and all 


Long Island. 


PINTER WAREHOUSE, Inc. 


Carll’s Path, Deer Park, L.I., N.Y.—MOhawk 7-412! 
Direct Wire From N. Y. C. HOllis 4-9798 








BUFFALO, WY. | NEW ONE-STORY WAREHOUSES 


Ampie truck dock and parking facilities—near N.Y. 
State Thruway. 34 car spots. Erie-Lackawanna 
R.R. Free reciprocal switching. Sprin- 





klered, heated space, 20 ft. clear height. 


THE KEYSTONE WAREHOUSE COMPANY tes. 1902) & 


2769 Broodway, Beffclc 25, N.Y. Phone: TX 6-6000 


W. B. MeKinney, Pres. E. C. Themsen, V.P. 








HORSEHEADS, N.Y. | ELmira 9-3886 


LEHIGH-HORSEHEADS WAREHOUSE CORP. 





Facilities: 1,600,000 sq. ft. Modern one-stery buildings, 
cinder block construction, sprinklered. 

Track Connections: Serviced by 4 railroads—Lehigh Valley, 
DLA&W, Erie, Pennsylvania Ideal transit point fer Eastbound 
and Westbound. Ample rail sidings and truck decks. Indus- 
trial and warehouse rental available. 











BUFFALO, N.Y. | 


DEPENDABLE SERVICE SINCE 1901 
Knowlton Warehouse, Inc. 


32 Mississippi Street, Buffalo 3, N. Y. 
MERCHANDISE STORAGE AND DISTRIBUTION 








MODERN BUILDINGS— PRIVATE SIDING 








BUFFALO, N.Y. ¥ 
LAUB WAREHOUSE 


300,000 sq. ft.—concrete & heated 

Near N. Y. Thruway & St. Lawrence Seaway 
2 acre yard with 16 truck doors 

10 Erie-Lackawanna car spots—private si Jing 
Reciprocal switching—intransit storage 

ADT Sprinklered Watchman 

Specialize in Distribution Center Warehousing 


LAUB WAREHOUSE 


1051 Clinton St. TL 3-3703 Day 
Teletype BU-223 TT 47484 Night 
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Horseheads Industrial Center, Horseheeds, N.Y. 
TR. Clark, Manager 
NEW YORK,NY. | Ceble Address: BOWLINGVAN 
BOWLING GREEN 


STORAGE AND VAN COMPANY 
x3 \ NEW YORK CITY 
1 House to re. moving round the World 
of Household Effects and Art Objects in 
Steel and Wood Lift Vans Safety for 
Foreign Shipments. 














WHOLESALERS! 
Eldorado 5-3200 TRAFFIC MANAGERS! 


9 CHELSEA WAREHOUSES 


YORK, WESTCHESTER, 
LONG ISLAND and NEW JERSEY 


WAREHOUSING - - PACKING 
SHIPPING - TRUCKING - toca! agen ALLIED VAN LINES 


MAIN OFFICE 241 WEST 64th ST, NEW YORK 


NEW YORK, N.Y. J MANUFACTURERS! 
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NEW YORK, N. Y. MOVING » STORAGE EXPORT PACKING 


_ To & From Everywhere— 
Santini 


BROTHERS nc. 


Member United Van Lines 


447 West 49th St., NEW YORK 19, N. Y. 
COlumbus 5-4600 








ROCHESTER, N. Y. | 
George M. Clancy Carting Co., Inc. 


Storage Warehouse 
Main Sr., East of Circle St., Rochester 7 
General Merchandising Storag eo 
Pool Car Distribu eship 
U. S. Custom Bonded—Storage—Dr we yee, 
Household fem Moved—Stored—Ship 
Direct R.R. Siding N. Y. Central in the Center rot eisasees 











CHARLOTTE, N.C. | Established 1908 


AMERICAN 
STORAGE & WAREHOUSE CO., INC. 
CHARLOTTE I, N. C. 


Office and Warehouse, 926 Tuckaseegee Road 


MERCHANDISE STORAGE ONLY, POOL CAR DISTRIBUTED 
MOTOR TRUCK SERVICE LOCAL AND DISTANCE 
PRIVATE RAILRt4t) -IDING, SPRINKLERED 


CHARLOTTE, N. C. | Telephone: EDixon 3-9671 


DIXIE CARTAGE & WAREHOUSING CU. 
2322 No. Tryon St., Charlotte 1, No. Car. 
MERCIIANDISE STORAGE 


Cuncrete & steel baliding. 20,000 » tt. 
Sprinklered, automatic fire alarm. Unlimited 
fluor load. Private pesto Southern Ralliway. 

Distribution of Merchandise pool Cars. 

















Member of SEWAMA 











SYRACUSE, W. Y. 200,000 SQUARE FEET 


INC. 


GREAT NORTHERN WAREHOUSES, 


‘Modern merchandise Warehousing 





SYRACUSE, N.Y. | 
ommuron | KING 


PRIVATE ny sions TOs eineeme mt. 


12 BLYD. AT SO. west. . "haenee 1 


COMPLETE MUeROHATIONSS AND HOUSEHOLD GOODS sTORAGE 
SERVICES 





Represented b Sm 
OrsTRIBTION SERVICE, 1 LWA WA RALLY 














CEE! PAUL-JEFFREY CO. 


tilon Workese’ 112 Baker Street Tel. Howard 3-3311 
One Fleer Operation = “Service Is Our Most Important Product” 
Concrete and Stee! 6 Truck Dock | Lowest Insurance Rates 
Construction 
648,000 Cu. Fr. 

5 Car Privere 

W. Y. Control Siding 


Poo! Car Distribution Store Door Delivery 


Sprinklered & Armour — 
Burglar System Modern Office Space 





RALEIGH, N.C. [yy re aor ct. 199 
CAROLINA STORAGE & DISTRIBUTING COMPANY 


MERCHANDISE, COOLER, HOUSEHOLD GOODS STORAGE 
POOL DISTRIBUTION—TRUCKING SERVICE 
Represented by American Chola of Warehouses 

NEW YORK, N.Y 
250 PARK AVE. 
YUkon 6-7722 Arrison 17-3688 
Member: AWAm—ATA—NCMA—NCHM&WA-SEWAMA-coOMC 








RALEIGH, N. C. | 


SPRINKLERED © A... INSURANCE vag ° — SIDING 
2,000,000 CU. FT. 
Ratsien soneeD WAREHOUSE, INC. 
Downtown Boulevard Raleigh, North Cerolina 








FARGO, N.D. | 


Union Storage & Transfer Company 
FARGO, N. DAK. 
General Storage—Cold Storage—Household Goods 
oy 1906 
is] Three warenouse units. total ares (88.500 sq. ft.; of this 36,500 sq ft 
devoted te cold storage. Two spultgings seciniklor” oqulpped. = Inewr - 
costs. Spot stocks. peo! car distribution. Com 
services. Farge corves North Dekote and Northwestern Minmeseta. 


Offices 804-10 North Pacific Ave AWA-NEWA.MNWWA.ACW.-AVL 











SYRACUSE, N.Y. | 


MERCHANDISE STORAGE: 100 Spencer St.—86,000 
sq. ft.—fully sprinklered railroad siding, modern load- 
ing dock—ideally located and directly connected with 
N. Y. Thruway and new North-South Expressway. 
HOUSEHOLD STORAGE: 259 W. Fayette St.—55,000 
eq. ft.—fully sprinklered. 


SYRACUSE FURNITURE 
FORWARDING CO., Inc. 
Agent Allied Van Lines 
Office: 100 Spencer St., Syracuse 3, N. Y. 
Phone GRanite 4-4661 


Represented by Allied Distribution Inc. 

















WHITE PLAINS, N.Y. | 


J. H. EVANS & SONS, INC. 
Office & Warehouse: 107-121 Brookfield St. 
Household Goods Moving, Storage, Packing, 
Shipping. Prompt service for any point in 

Westchester County 

Member N.Y.F.W.4.—N.F.W.A. 








COTTER MERCHANDISE 
STORAGE COMPANY 


133 East Center Street P. O. Box 808 
Akron 9, Ohio Phone Franklin 6-3136 
Warehouse facilities: Six buildings allow space for all 
types of storage. Our own trucks give prompt delivery. 

An experienced staff backed by 79 years experience. 

0 Represented by 
CHICAGO « NEW YORK 36 
tt4 $ MICHIGAN AVE QLLIED DISTRIBUTION INC. 1 WEST «eNO ST 


WA beck f-3507 en | PE on 6-096) 








For information on Distribution Aids 
elsewhere in this issue, write on your 
company letterhead to The Editor, 
DISTRIBUTION AGE. 








DISTRIBUTION AGE, 


JULY 1961 














SN Complete Facilities 


General 
Merchandise 
Freezer 
Storage 


CINCINNATI 


TERMINAL Quick Blast Freezing « Mechanized Efficiency 
Under Cover Protection « Strictly Fireproof 
WAREHOUSES INC ADT Protection + Low Insurance Rates 
U.S. Customs and General Liquor Storage 
LEASEHOLD, OFFICE — 
WAREHOUSE, DISPLAY SPACE Over 9,000,000 Cubic Feet of Space 
me : 11 Car Railroad Switch in Building 
49 Central Ave PA 1-8070 65 Loading Docks for Trucks 
Pool Car Distribution 
Cincinnati 2. Ohio Long Distance Truck Terminal 
Joes che Member: AWA, OWA, NARW, RRF 








CLEVELAND, OHIO Vay We Serve You? 
ASSEMBLY DISTRIBUTION SERVICE, INC. 


1280 East 38th Street P. O. Box 5310 
Cleveland 14, Ohio EXpress 1-4970 


Re-packing Specialists Storage Pool Distribution 








For Shippers’ Convenience, States, Cities 


COLUMBUS, onio/" Representa by aitates Warehouse Companies 





VAS ARE OUSES, INS: 
1177 JOYCE AVE., COLUMBUS 19, OHIO 








MERCHANDISE WAREHOUSING 
. POOL CAR DISTRIBUTION 


‘1M DAYTON 4854 


135,000 square feet of sprinklered space A. D. T. protected 

© 10 car private rail sidings, free switching to all railroads 
* Ample truck docks ° City Deliveries * Transit storage * 

ated © Every ship 

graphed * Prompt reports * Leased space available. 


Phone BAldwin 6-1696 
Teletype OF 334 


s DAYTON WAREHOUSES. INC. 
a OO 


Omrege 2 Mew York 36 
St as100 # wu 2-0927 Dayton 2, Ohio 











mw IT LEDERER 
HiT, tt TERMINALS 


Offices: FOOT OF E 9th ST. 








DAYTON, OHIO | 


THE UNION STORAGE CO. 


10 So. Conover St. BAidwin 6-1871 
Merchandise Storage and Distribution 


Represented by DISTRIBUTION SERVICE, INC. 











CLEVELAND, OHIO | 
NATIONAL TERMINALS CORPORATION 


1200 West Ninth Street, Cleveland 13, Ohio 
Four Modern Warehouses in Downtown Section 
General Storage, Cold Storage. Office space and Stevedering 
at our waterfront docks 














COLUMBUS, OHIO 250,000 sq. ft. Storage Space 


CENTRAL OHIO WAREHOUSE CO., INC. 


412 McCoy St. © Columbus 3, Ohio © CA 8-3571 © TWX CL-264 





TOLEDO, OHIO [Neto DistaiBUTION AND STORAGE? 


DON'T DELAY, CALL... 


E DGAR’S 


“- WAREHOUSES 


GENERAL OFFICES: 
2065 W. FORT, DETROIT 16, MICHIGAN + TA 5-0008 











TOLEDO, OHIO | 





LARGEST MODERN PUBLIC GENERAL MERCHANDISE 

AND COLD STORAGE grees 3 . Le A? 
NORTHWESTERN OHIO. CAPACITY 4,500,000 

FOUR PRIVATE SIDINGS_NYS. A AND mo Van's. 
COMPLETE WAREHOUSING SERVIC 


GREAT LAKES waswiséte CO. 


321-359 MORRIS ST. TOLEDO 4, OHIO 








600,000 sq. ft. Devoted to Serving You 
Covers Ohio Through Its Capital City 
COLUMBUS TERMINAL WAREHOUSE CO., INC. 
119 East Goodale St., TWX CL-51, Columbus 15, Ohio 


Modern warehouse and storage facilities 
ADT System. Private double track siding. 


Represented by chicago 4 New York 36 
. Allied 20 E. Jackson Blvd. 11 W. 42nd St. 
Distribution, Inc, WA 2-3567 PE 6-6967 





TOLEDO, OHIO [Teictyee No. to 7 Member of AWA 
MERCHANTS AND MANUFACTURERS WAREHOUSE CO. 


Office and Main Warehouse: 15-29 So. Ontario St., Toledo 3 


CENTER OF JOBBING eo 
Sprinklered Buildings—1i00,000 square feet Storage— 
70,000 cubic feet Cool Storage—Private Siding Micke! ate 
Road. Free Switching. Merchandise Storage—Poo! Car Dis- 
tribution—Negotiable Receipts—Transit Storage Privileges— 
Low Insurance Rate—City Delivery System. 














COLUMBUS, OHIO | 


THE MERCHANDISE WAREHOUSE CO. 
370 W. Broad St., Celumbes 22 
Complete service for 
STORAGE and DISTRIBUTION 
Private Siding NYC RR 
Pool Car Distribution 
Centrally Located 
Members AC.W.—O0.W.A—AW.A 














TOLEDO, OHIO J 


DISTRIBUTION AGE, JULY 1961 





and Firms are Arranged Alphabetically 





TOLEDO, OHIO | "*QUICK SHIPPERS'' 
TOLEDO TERMINAL WAREHOUSE, INC. 


128-138 VANCE STREET, TOLEDO 2, OHIO 
Merchandise storage @ Pool car distribution 6 
Fireproof @ Private siding Nickel Plate Read 
@ Free switching @ Negotiable receipts © 
Transit storage arrangements @ Moter truck 
service @ Located in jobbing district. 

Momber of 0.W.4.—Tolede O. of 0. 











YOUNGSTOWN, OHIO | 


LEDERER “3. 
TERMINALS © 


HAVE SOMETHING IN STORE for you. . 
West Commerce St.—North to Beimont Aves., Youngstown 2, oO. 


Private Sidings 











IN Radie 
PORTLAND, ORE. | Wsslhel rm 


IT'S... 1233 N. W. 12th AVENUE (9 
CApitol 7-056) 





ALLENTOWN, PA. | 


Hummel Warehouse Company, Inc. 
728-40 North 15th Street 


Complete Merchandise Storage and 
Pool Car Distribution 
Truck Service—P.U.C. and 1.C.C. Certificates 


Member A.W.A. 

















G. W. NICHOLAS, Pres. Bst. 1902 
0. H. Nicholas Transfer & Storage Co. 
324 So. McKean St. 
Merchandise and Household Goods 


Pool Car Distributica Parking and Crating 
3 Car Siding Free Switching 


2 Warehouses 41,000 sq. ft. 


Private Siding—L.V.R.R. 
BUTLER, PA. | 











. THE PUBLIC WAREHOUSE CO., Inc. 
General Offices 601 N. Miller—P.O. Box 1336 


Freezer & Cooler Facilities 
&, 16-Car Siding 20-Truck Dock 
Pool Car Distribution 











TULSA, OKLA. 
| TAX FREE 
TRANSIT STORAGE 


GENERAL WAREHOUSE CORP. 


10 N. CHEYENNE, TULSA, OKLA. 
PHONE: LUther 7-4405 TWX: TU-1222 
H. J. McKITTERICK, Mgr. 











EST. 1906 


ERIE, PA. ROY L. IRWIN, Pres. & Mgr. 
ERIE STORAGE & CARTING CO. Inc. 


1901 MYRTLE ST. Dial GL 2-5687 
2 Warehouses — Sprinklered. Pool Car Dis- 
tribution. Moving — Packing — Shipping — 


Storage. 
Brie’s Oldest Btorege Compeng Member: NFWA - PFWA- ALLIED - KIWANIS 











EPA ERIE WAREHOUSE CO. 


MEMBER 
COMMERCIAL STORAGE AND 
POOL CAR DISTRIBUTION 
THROUGHOUT NORTHWESTERN 
PENNSYLVANIA & WESTERN N., Y. 
1258 W. 18TH ST. TEL. Glendale 4-5275 








IN PORTLAND, OREGON 


Stace (S64 


EXPERIENCED SHIPPERS 
USE HOLMAN 


48 S.E. HAWTHORNE BLVD. 





IN PORTLAND - 


Portland 10, Oregon 


Represented by: 


© WAREHOUSING ® TRUCKING 
© DISTRIBUTION 


GET THE JOB DONE RIGHT WITH... 
3232 NW. Industrial St. 


Distribution Service, Inc. 








PORTLAND, ORE. | 42 years of RAPID Satistaction 
RAPID STORAGE & TRANSFER CO. 


907 N. W. IRVING ST. * PORTLAND, ORE. 
We are contract piggyback operators with transcontinental rail carriers " 
DISTRIBUTION » STORAGE + LOCAL DRAYAGE 


MEMBER 
American Warehousemen’s 
Association 





Associated Warehouses, Inc. 
Chicago and New York 








ERIE, PA. | 


M.V.IRWIN © rss: 


OFFERS ERIE’S LARGEST AND MOST MODERN 


STORAGE AND WAREHOUSE FACILITIES 
DOORS ACCOMMODATE RAILROAD CARS, TRUCKS 
© TRANSPORTATION © POOL CAR DISTRIBUTION 

Phone: GLendale 5-4486 


aH 

= 

5 

@ 

a 
I 











HARRISBURG, PA. | INC. 1902 
HARRISBURG STORAGE CO. 


120,000 FT.—SPRINKLERED—ADT PROTECTION 
LOW INSURANCE—POOL CAR AND POOL TRUCK 
DISTRIBUTION—STORAGE-IN-TRANSIT 


P.O. Bex 306, Harrisburg, Pa.—TWX HB291 
Phone: CEder 4-3033 





A “Natural” Center for Distribution 
Member—AMERICAN WAREHOUSEMEN’S ASSN. 








HARRISBURG, PA. | wasTaan WAREHOUSING C0. 
HARRISBURG WAREHOUSE DIV. 


GENERAL MERCHANDISE STORAGE 
POOL CARS DISTRIBUTED 
BRICK BUILDING—LOW INSURANCE 
STORAGE-IN-TRANSIT 





PENNA. R. R. SIDING 
OPERATING KEYSTONE WAREHOUSE 











DISTRIBUTION AGE, JULY 196! 








HARRISBURG, PA. [Treiccnone 


Cedar 3-216! 


PENNSYLVANIA COMMERCIAL WAREHOUSE COMPANY 


1670 SOUTH CAMERON STREET 
GENERAL MERCHANDISE STORAGE 


PRR SIDING — POOL CAR DISTRIBUTION — STORAGE IN 
TRANSIT — PALLETIZED HANDLING — RAPID SHIPMENT OF 
ORDERS — ACCURATE RECORDS — PROMPT REPORTS 


LANCASTER, PA. | 
LANCASTER STORAGE CO. 
342 N. Queen St. 

Merchandise and Household Goods Storage 


Crating—Domestic and Export, Carload Distribution 
Local, Long Distamce Moving 


eB a 4 





























_svageammbage: WAREHOUSING ©. 


Philadelpnia 48 DEwey 4-9000 


Distribution Servi 
Pocl Car Dist 
ice Rates 


igé an« 
ribution 





Here’s how storage 


at MERCHANTS 


has been building 
sales for 75 years 


Store your packaged merchandise at one of the 
9 Philadelphia Merchants Warehouses and your 
profits will increase! Why? Because, due to the 
wide diversification of items we handle, pickups 
are made a/most daily by distributors and over- 
the-road trucks. Result: faster turnover. Gener- 
ous dock space, mechanized handling, and over 
1,300,000 square feet of floor space assure you 
speed and efficiency. Other Merchants advan- 
tages: low insurance rates, modest rentals, direct 
eonnections with the Pennsylvania, Reading and 
B&O Railroads. 


MERCHANTS WAREHOUSE 
COMPANY 


10 Chestnut Street + Philadelphia 6, Pa. 
WAlnut 5-8070 


fd TiOtwarTee 
1 TERMINALS 
AnD (NLANS 
walt wousts 


Responsibility, Efficiency, Experience 


TERMINAL WAREHOUSE CO. 


81 Fairmount Ave. Phone MArket 7-0160 Phila. 23, Pa. 
Storage—Hauling—Pool Car Distribution—U. S$. Customs Bonded— 
Storage in Transit—Reading & PRR Sidings 
Philadelphia's finest since 1904 








Member American Warehousemen’s Assn. —Distribution Services. ine 








DISTRIBUTION AGE, 


Cities 


For Shippers’ Convenience, States, 
Public 
EEE 


PHILADELPHIA 


Yes, we can prove to you that distribution through 
“Pennsylvania” is more flexible, efficient and economical 
than branch facilities. Here are 22 big, modern ware- 
houses—strategically located to serve this key marketing 
area. Over 1,000,000 sq. ft. of free and bonded storage 
space; low insurance rates. 

Workmen are careful and competent. Modern mecha- 
nized equipment moves the most difficult commodities 
safely and swiftly. Exceptional rail and highway facilities. 
One- to 10-ton trucks for fast store-door delivery. Write 
us today for full information about the money-saving 
advantages “Pennsylvania” offers you in Philadelphia. 


REPRESENTATIVES: 


J. W. Terreforte, 250 Park Ave., New York 17 
Henry H. Becker, 53 W. Jackson Bivd., Chicago 4 


PENNSYLVANIA SS. 


WAREHOUSING & SAFE DEPOSIT CO. 
363 Chestnut Street ¢ Philadelphia 6, Pa. + Tel. WAlnut 5-3893 








PITTSBURGH, PA. | 
i # Preemshioed Warehousing 


IN PITTSBURGH 


CENTRALLY LOCATED 


Geserel Merchandise 
Sierage 

Distribution 

Daily cartage within 150 
mile radius 

Pool car distributors 

PRR 7 cor siding 

150.000 sq f. One floor 


BEACON WAREHOUSE INC. 


3011-39 SMALLMAN ST. PGH EXPRESS 1-3420 





T. COHEN—GENL. MGR 








IN THE HEART OF 


PITTSBURGH 


The city’s most modern Warehouse 


Plus CARTAGE SERVICE 
within 125 miles of PITTSBURGH 
inte OHIO, WEST VIRGINIA and PENNSYLVANIA 


Fully A.D.T. Protected and Holmes Electric 


WHITE 


JULY 1961 








and Firms are Arranged Alphabetically 
SCRANTON, PA. | Established 1926 


MIFFLIN WAREHOUSE CO. 


N. Washington Ave. & Pine St., Scranton 9, Pa. 
MODERN WAREHOUSE SERVICE 


New one story structure, completely sprinklered and fulty 
Ppalietized. 








Erie-Lackawanna Railroad. 
Experienced personnel. 


Private sidin 
Pool car distribution. 








MEMPHIS, TENN. | Phone: WHitehall §-6641-2 
Merchandise Storage and Distribution 


INTERSTATE STORAGE COMPANY 
253 W. Colorado, P. O. Bex 2703 De Sete Ste. 
Memphis, Tena. 


135.000 Square Feet of Space. Located on Frisco Ry. With 
Reciprocal Switching. A.D.T. and Sprinklered. 











SCRANTON, PA. | 
THE QUACKENBUSH WAREHOUSE CO. 


100 W. Poplar Street. Scranton 9, Pa. 
WAREHOUSING AND DISTRIBUTION since 1894 
A. D. T. Protection 
STORAGE-IN- TRANSIT 2 ERIE-LACKAWANNA SIDING 











LINCOLN, R.I. 3 Miles Outside ef Providence 
WM. H. WATT & SON TERMINAL CO. 


P.O. Box E Telephone Pawtucket 5-6700 TWX: PAW 377 
Complete Worehouse Service For General Merchandise 


100,000 sq ft Modern Steel Buildings Fully Sprinklered 
Electric Protective Watchman Service Low Insurance 
Heated Sections Free Switching | Unlimited Floor Load 
Pool Cor Distribution Palletized Private Siding 














CHARLESTON, . C. ALL DISTRIBUTION AND STORAGE SERVICES FOR 
CAROLINA 


GREATER CHARLESTON AND SOUTH 


BERKELEY STORAGE COMPANY 


PORT PARK, CHARLESTON, S. C. 
P.O. Box 4414 Charleston Hgts., S$. C. 
Telephone: SH 4-4130 
© PRIVATE SIDING © SPRINKLER PROTECTED 
Member: S.E.W. & M.A. 


40,000 SQ. FT. 








Merchandise and Household Goods 
STORAGE and DISTRIBUTION 


Modern Concrete Warehouse. 100,000 Square Feet of Storage Space. 
Private Tracks Connecting with All Railroad and Steamship Lines. 
Motor Truck Service. Low Insurance Rates, 








MEMPHIS, TENN. | 
JOHN T. MAYER erin & TERMINAL, INC. 


1157 TERMINAL Call 39-2451 or 35-7007 
NDED WAREHOUSE 





a ME 5 
° LE APPLIANCE HEAVY UCIPMENT 
POOL CAR DISTRIBUTION a STORAGE in TRANS! 
Located on the Frisco-Illinois Central & Missouri Pacific & L&aN 
with Reciprocal Switching 


MEMPHIS, TENN. 


COMPLETE WAREHOUSE FACILITIES 


for the proper Storage 
and Distribution of your 
Merchandise in the Memphis trade area. 


POOL CAR DISTRIBUTION 
We inuile your Inquiries Ps 
A CHICAGO OFFICE, 53 W. Jackson Bivd. : " 
NEW YORK OFFICE, 250 Park Avenue 


MIDWEST TERMINAL WAREHOUSE CO. 


61 West Georgia Avenue, Memphis 5, Tenn. 








Owned end Operated by the ST. LOUIS TERMINAL WAREHOUSE CO., ST. LOUIS, MO. 


MEMPHIS, TENN. | W. H. DEARING, Presidest 











POSTON WAREHOUSES, INC. 


Established |6% 
671 to 679 South Main St., Memphis 2 


Insurance Rate $1.20 per $1,000 per Annum. Distribution a Specialty. 
Merchandise storage, dependadie service, free switching. Locel cart 

age delive iilinols Central and Cotton Belt Railway tracks. Aute- 
male Sprin jer. ADT watchmen. 











CHARLESTON WAREHOUSE 


PN lee) a Fae) ), icRete] ite) 7 wale), | 
16 HASELL ST., CHARLESTON, S. C. 
Telephone 2-2918 f 4.C.W 4.8 .4-MayB A, 


COLUMBIA, S.C. | 


The Ideal Spot for Distribution to the Southeastern States 


CAROLINA BONDED STORAGE CO. 


P. O. Box 1889, Columbia, So. Car. 
Merchandise Storage and Distribution 


Member of ASSOCIATED Ley mere Inc. 
Chicago Office: 549 West Randolph St. 


Wember o 





Est. 1928—33 Years of Reliable Service 


New Yerk Office: 52 Vanderbilt Ave. eS 


CHATTANOOGA, TENN. } Telephone: AMherst 7-5611 
Chattanooga Warehouse & Cold Storage Co. 


1300 Block, Market St., Chattanooga 2, Tenn. 
Merchandise and Cold Storage 


Pool Car Distribution—In-Transit Storage 
Member of AWA—American Chain of Warehouses 























MEMPHIS, TENN. { 
VAIDEN WAREHOUSE 


693-699 So. Main St., Memphis 2, Tenn. 


Merchandise Storage 
Brick. Conerete, inklered Wareheuse, T Automatic fire siarm. Private 
siding: Ill. Central, StL. & SW RR. 98 shipments via any RR. Peel car 
distribution. Branch office facilities. 
Member Southeastern Assn. 

















NASHVILLE, TENN. |” MERCHANDISE WAREHOUSING 
POOL CAR DISTRIBUTION 


SINGLE STORY OPERATION 
FULLY MECHANIZED 
SPRINKLER & ADT PROTECTION 
LOW INSURANCE RATES 


Amorican Chetn of Warehouses Ine., American _ Warthousemens 
Ww 


A sisti 





dati aiied von Lines, Ine. 





Fersitere Warch * 


RONO.CHADWELLLO 


NASHVILLE |, TENN. 





Alpine 5-2738 Teletype NV 364 








DISTRIBUTION AGE, 


JULY 1961 91 














NASHVILLE. TENN. | 2605 Charlotte Ave., Nashville 1 


Central Van & Storage Co. 


MERCANTILE AND HOUSEHOLD STORAGE 
WAREHOUSE STOCK and POOL CAR DISTRIBUTION 
Automatic Sprinkler System——Centrally Located 

















5216 WN. Westmoreland Ave. 


DALLAS, TEXAS 
Dallas 7, Texas 





Branch Offices 
Poa Arlington, 
Lu ee ne idiand, 
Odessa, Son Angelo 


Mayflower 


WAREHOUSES 





moving ¢ packing © storing 
merchandise & commercial 
storage and distribution 


For Shippers’ Convenience, States, Cities 








New p-pogtion tm roved Facilities 
eTTE 


HOUSTON, TEXAS | oe ee 


Our new warehouse is 800 feet long by 360 Seat wide with car spot on 
the Mo. Pac: R.R. for 20 cars at one time. Plenty of truck dock space 
with wide area to maneuver trucks and trailers. 

This modern one-story ry property with high ceilings and unlimited floor 
load capacity is fully equipp materials handling apparatus. 
HOUSTON CENTRAL WAREHOUSE and COLD STORAGE CO. 

800 MIDDLE STREET, HOUSTON I, TEXAS 
Represented by ee war ik og et INC. 

20 &. Jackson Blvd, ene F u it W. 42nd St. —— York 36, N. Y. 
WAbash 2 PEnn. 6-067 


HOUSTON, TEXAS | 
Houston Terminal Warehouse & Cold Storage Company 


701 N. JACINTO ST., HOUSTON 2 TWX Ho-946 
General Storage Cold Storage U.S. Customs Bonded 


A. D. T. Service Pool Car Distribution Office Space 
Display Space Parking Space Lowest Insurance Rate 
ad by Ameri Chain ef Warehouses, ine. 

ew York, N. Y. tga ‘ Colenes, i. 
Petes YUken 6-7722 HArrisen 




















GREAT SOUTHWEST WAREHOUSES, INC. 


NEWEST AND MOST MODERN WAREHOUSING- 
DISTRIBUTION COMPLEX IN THE SOUTHWEST 


FACILITIES, Property leased; 200,000 sq. 
ft. Fireproof construction, sprinkler, watch- 
moan, ADT. Low insurance. On M-K-T 9 
cors. Free switching. Sheltered motor 
docks. 


INTERSTATE-TRINITY 
WAREHOUSE DIVISION 


FACILITIES, 500,000 sq. ft., 
328,000 sq. ft. Fireproof construc- DALLAS TRANSFER & TERMINAL 
tion. ADT t sprinkler system, watch- wiry ini igg stat DIVISION 

man, Santa Fe siding. Low insur- 2 i ta Fe Building 

ence. v os, Texos 


FACILITIES, 200,000 sq. ft. single-story, 
18 ft. stacks. Fireproof construction, sprin- 
e v 31 C t kler, watchman, rodent-vermin weekly in- 

Arlington, ‘ex spection, all modern mechanized system. 


ARLINGTON WAREHOUSE 
FACILITY 


SERVICES, All GSW. State bonded. Pool car. Storage and office space for lease. 
Cartage service. Complete merchandise service and traffic supervision. Daily receipts 
= shipment reports. Monthly inventory. Office and display space. Household goods 
storage. 

REPRESENTED BY: American Chain of Warehouses & Allied Distribution, Inc. 
MEMBER: A.W.A., N.F.W.A., S.W.W., and T.A, AGENT: Allied Von Lines. 


a 0 | ST 0 N Warehouse Service 
905 Live Oak Street 


In 


1» a ston And Fer Pool Car Distribution 


G,.. HOUSTON Pigrrnronarss 


INCORPORATED 
A COMPLETE WAREHOUSE & DISTRIBUTION SERVICE 











EL PASO, TEXAS | 5) paso TERMINAL WAREHOUSES, INC. 


A COMPLETE SERVICE IN LEX 
MERCHANDISE STORAGE AND SRD 
(Gi) 





DISTRIBUTION SINCE 1911 | 
NORMAN W. NABLO 
Pres. & Gen. Mancger 
421 Frederick St. 


uy £ 








FL PASO, TEXAS| 


"BANKERS of MERCHANDISE''—"'SERVICE with SECURITY" 


WESTERN WAREHOUSES 


1701 Bassett, El Paso, Texas 
Center of Wholesale District—Close to Downtown El Paso. Mer- 


Telephone: KEystone 2-143! 





chandise Storage State Bonded. Private Trackage—T. & P. and 
So. Pac. Rys. | Car Distribution—Motor Truck Service. Repre- 
sented by Allied Distribution, Inc., Chicago, Ill. & New York, N.Y. 





1 Congress Avenue 
HOUSTON, TEXAS 


MERCHANDISE DISTRIBUTION 
Commercial Storage 
BONDED 
Office Space — Parking Space 
T.P.C. STORAGE & TRANSFER CO., Inc. 
2301 Commerce Ave. Houston 2, Texas 
32 Years Warehousing Experience 


HOUSTON, TEXAS | A.C. 


TEXAS UNION WAREHOUSE CO. 
2202 Nance St. 1201 Commerce St. 


General Merchandise Storage & Distribution. 
Two fireproof, sprinklered warehouses with 
ADT control. Completely mechanized. Mod- 
ern office space with parking. Most centrally 
located in Houston with 355,000 sq. ft. 7.6 
and 9.5 Insurance rate. 38 truck and 17 car 
spot. Reciprocal switching. 














**SPARK"' CARTER, PRES. 














FORT WORTH, TEXAS | in Fort Worth It's Binyon-O' Keefe 


MERCHANDISE STORING—POOL CAR DISTRIBUTION 
Our modern — he use sylop d to serve 
you with over 200,006 of merchandise and household storage space 
MOWING STORAGE -PACKING—SHIPPING 
sice BINYON-O'KEEFE (since 
_ STORAGE CO. 187% 


808 Calhoun St., Fert Worth | 
Amociated with Distribution Service, inc. 











HOUSTON, TEXAS J Universat TERMINAL WAREHOUSE CO. 
Washin ¥ a Houston 
Phone: ont ey TWX-H 
Car nl Service 
erviso 





presented in all principal cities by 
UNIVERSAL T CARLOADING a P Dist IBUTING COMPANY 
ivision of UNITED STATES FREIGHT CO. 
ember: AWA—SWA&TA 














HOUSTON, TEXAS “Service with Reliance” 4, 
American WarenHouses, Inc. 


P. 0. Bex 1772 * 1918 Collingsworth « Phone: CApitel 8-63E1 * TWX: HO 389 
330,000 Square Feet — One Floor — Car Level — Fully Sprinklered — A.D.T. 
© NEW YORK Rep. Linné Johnson — Murray Hill 7-4975 
@® LOS ANGELES Rep.—R. J. Jenes— Madisen 2-4594 











Member: A.W.A.—S.W.&T.A.—M.W.A. 


HOUSTON, TEXAS | 
WALD TERMINAL WAREHOUSE CO. Inc. 


2 Bonded Warehouses — 175,000 Sq. Ft. 
902-920 Live Oak St., Houston 1, Texas 
Established 1914 
MERCHANDISE STORAGE * POOL CAR DISTRIBUTION 
Represented by: Distribution Service, Ine. 


o—San F 
EXPERIENCE "© SERVICE © RESPONSIBILITY 














DISTRIBUTION AGE, 


JULY 1961 





and Firms are Arranged Alphabetically 





 Bastes, Cheaper Distribution to 


2381/2 MILLION CUSTOMERS! 


Redman at Salt Lake and Ogden, Utah offers exceptionally fast, 
efficient transit storage and distribution to the growing West. 


2. Efficient. dependable faci- 4, Full transit storage facili- 
lities in Salt Lake City and ties at both locations, serving 
Ogden Intermountain and Pacific 


P markets 
2. New 26,000 


ft. single- Co - 
story plant at O 5. Company-owned cartage 


len provides facilitie Ss ake 
fully palletized warehousing on pas } T eos Ca vag Wow 
Union Pacific siding. 6 car and 


6 truck spots—free switching. 6. Specialized suburban ware 


houses for moving and c 


3. 90,000 sq. ft. in Solt Soke erized storage of 
City, D. & R. G. ding, g00ds in Salt Lake oad Orde n 


fully palletized a car pan 7. Agent for Bekins Van 
6 truck spote—free switching. Lines Co 


@ RE OMAN ®, 
Van and Storage Co, = 


136 South 4th West, Salt Lake City, Utoh @ 175 W. 36th St Ogden, Ut, 


Phone DA 8-8581, Salt Lake City © Teletype No. SU4I 
Ogden Teletype No. OG8146 


NORFOLK, VA. 
Security Storage and Van Co. 


—, 





bine Warehousing Since 19lt 


500-530 FRONT STREET 


COLLECTIONS . POOL CARS ° DISTRIBUTION 
MOTOR VAN AND LIFT VAN SERVICE 


Member —Nat'l. F.W.A.-—Allicd Van Lines 


NORFOLK, VA. | Since 1905 


Southern Storage Warehouse Co. inc. 


117 W. VA, BEACH BLVD.—1412 BALLENTINE BLVD. 





Rail Siding—Pool Cars—Distribution—Port Agents 
Storage in Transit—Merchandise Storage—60,000 sq. ft. 
Nationwide Moving—Reliable—Modern Storage 
Member of M&WAA 








Member of A.W.A. 


NORFOLK, VA. | 











IN NORFOLK, SOUTHGATE PROVIDES COMPLETE 
WAREHOUSING AND DISTRIBUTION SERVICE 


* Fireproof Concrete Bulldiags  ° Free Switching—AN Ralireads 
© 400,000 Square Feet * Customs Bonded Space 

© 30 Rall Cars—50 Trucks * Low Insurance—174¢ te 35¢ 
» Palletized and Mechanized * Deepwater Pier 

Pool Car Distribution * Teletype Service 

¢ Local and Inter-City Trucking  ° Mechanical inventory Control 


SOUTHGATE TERMINAL WAREHOUSE CO. 


Foot of Tazewell St.—Tel. MAdison 5-656! 
Norfolk |, Virginia 


Represented by American Chain of Warehouses, Inc. 


In Chicago—call 
Henry H. Becker 
53 W. Jackson Blvd. 
HArrison 7-3688 


in New York—call 


YUkon 6-7722 





SEATTLE, WASH. | 


TAYLOR-EDWARDS 
WAREHOUSE & TRANSFER CO., INC. 


1020 Fourth Avenue South Seattle 4 
WAREHOUSING e Seren e TRUCKING @, 


DISTRIBUTION TON SERVICE INC. 
New York—Chicago—San Francisco 














SPOKANE, WASH. | 


TAYLOR-EDWARDS 
WAREHOUSE & TRANSFER CO., INC. 


800 N. Hamilton St. Spokane 11 
WAREHOUSING ¢ DISTRIBUTION © TRUCKING 
DISTRIBUTION. tenvide INC. 


New York—Chicago—San Francisco 











HUNTINGTON, W. VA. | Telephone: JAckson 5-1242 
SERVICE WAREHOUSE CORP. 


550 27th St. Huntington, W. Va. 
Merchandise Storage ae 


Modern, one-mory Concrete and Masonry building—73,000 F 4 
sq. ft. Sprinklered, Private siding 10 car cap. A modern ff 
transit storage distribution center. 

Represented by Associated Warehouses, Inc., N. Y. & Chicago 


GREEN BAY, WIS. ESTABLISHED 1903 
LEICHT srorace co 


1401-55 S$. STATE ST. © GREEN BAY © wit. « 


Merchandise Storage State and 
Pool Car Distribution 











MEMBER U. S. Customs, 
Public Bonded 

70 Car Track Capacity 

Modern Handling Equip- 


ment 
Private Siding ca C&NW 
CMStP&P, GBAW Lines 
aw Switching all 
nes 


Storage 
Waterfront Facilities 
Stevedore Services 


Complete local and over-the-road truck services 
with 70 units of all types of equipment, including 
low-bed trailers, winches and cranes. 


AERO-MAYFLOWER MOVING AND STORAGE 











MADISON, WIS. | 2302 Darwin Road 





Phone Cherry 4-6255 


OF MADISON, INC. 
MODERN ONE STORY OPERATION 








MILWAUKEE, WIS. | Private Phone: BRoadway !-8930 


AMERICAN WAREHOUSE CO. 


General Office—525 E. Chicago St. 


3 Clean Well-Equip Warehouses 
Pool Car/Truck Distri ution Specialists 


Customer Preference—Our Best Reference 
Private Siding: C & NW Ry 
3rd Ward Dist. 





a WISCONSIN 


—{ WAREHOUSEMEN’S 
ASSOCIATION 








MILWAUKEE, WIS. | —Phone BRoadway 1-7091 











TERMINAL STORAGE CO. 
100-112 W. Seeboth St. 
Milwaukee 4, Wisconsin 

Cooler, Freezer and General Morena na Storage 


D Water Dock. Pri 
oer on CMS. & PRR. 
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ANSEN STORAGE OF MADISON INC. 





TORONTO, ONT. } *Progressing with Canada since 1913"' 
Merchandise Storage and Distribution Specialists 


HOWELL WAREHOUSES LIMITED 


Head Office: 156 FRONT ST. WEST, TORONTO, CANADA 
Velepuaaee — 40111 





an iati 


Membe War 
Represented by Allied " isteibutien and pornos now Chain of Warehouses, Inc.— 
Chicago, Ill., & New York, N. Y. 














TORONTO, ONTARIO 
TERMINAL WAREHOUSES LIMITED 


,000,000 Square Feet 
Merchandise Storage 
Refrigerated Storage Field Warehousing 
Office Space 


Stevedoring nt » 
Rail Sidings Free ya 
Fireproof Lowest Inen 

207 Queen's Quay - EM: 3- 411 











| a | te ee Corp. 


3 MILWAUKEE'S FINEST 











TORONTO'S FASTEST ORDER-FILLING SERVICE! 
BOND & FREE—GENERAL MERCHANDISE 
CN & CP RAIL FACILITIES—PHONE 368-4891 


TORONTO STORAGE CO. LTD. 
2-16 BERKELEY ST., TORONTO 2, ONT. 


SPRINKLERED—SAME DAY SHIPPING—MEMBER CWA 
1,500,000 CUBIC FEET—CITY CARTAGE FLEET 


YOU MAKE THE SALE—WE MAKE THE SHIPMENT 


MONTREAL QUE. [- SELAWRENCE WAREHOUSE INC. 


RO. DEX 215, PLACE WARMES, MONTREAL 1, CANARBA 
250,00 Sq. Ft. Fireproof Space * Canadian Customs Bonded 














ALSO LEASE RENTALS OF 
WHOLE BLOGS. OR PARTS 


SO. WATER & E BRUCE STREETS 





CHICAGO, ILL. 





Private Siding — 10 Car Capacity 
Free switching — All Railroad connections 


AMERICAN CHAIN OF WAREHOUSES INC. 


Represented by 
NEW YORK, N.Y 











..-- Men 


(Continued from Page 18) 


—Water 


J. Kenneth King—as director of 
planning he will head the Port of 
Seattle’s combined planning depart- 
ment and leases and rentals depart- 
ment. 


Martin W. Oettershagen — named 
administrator of the St. Lawrence 
Seaway Corporation. Joseph McCann 

deputy administrator. 


Warehousing—Public 


Mrs. Caroline Etzkorn — installed 
as president of the Women’s Traffic 
Club of San Francisco. She is with 
Market Street Van and Storage there. 


Alfred J. Hicks 
—elected presi- 
dent, United Van 
Lines, Inc. He is 
co-owner of 
South Side Mov- 
ing & Storage 
Co., Kansas City, 
Mo. 


Milton B. Chase—appointed to the 
board of directors and vice president 
in charge of sales of Beltmann North 
American Co., Minneapolis. 


94 


DISTRIBUTION AGE, 


Norman Duncan — named Eastern 
Division manager, United Van Lines; 
Ralph M. Kreyling—Northern Divi- 
sion manager; Joseph A. Schramm— 
Central Division manager; George C. 
Haines—Western Division manager; 
and Robert I Southern Division 
manager. 


Joseph B. Shetler—made Chicago 
District Sales Manager for National 
Van Lines. 


Albert J. Jamison—appointed man- 
ager of “Safe Guard” Moving Ser- 
vice. 

Allen G. Haile—becomes the man- 
ager of the Jacksonville District Office 
of The Lawrence Co., field warehous- 
ing organization. 

Henry Highnote—assigned to man- 
agership of the Southeastern Re- 
gional Office of Burnham Van Service 
Inc., Atlanta. 

William L. Chadwick — appointed 
vice president-sales of Weissberger 
Moving & Storage Co., Inc. 

Walter A. Maclinn—appointed to 
U. S. National Institute of Refriger- 
ation. 

Edgar F. Raseman, Jr. — elected 
president, Kalamazoo County Cham- 
ber of Commerce. He is treasurer of 
National Storage Co., Kalamazoo, 
Mich. 

D. H. Overmyer—re-elected a di- 
rector, Transportation Association of 
America. He is president of D. H. 
Overmyer Warehouse Co. 


JULY 1961 


—Private 


Eugene J. 
ager of the West Coast warehouse of 
Skil Corp., San Leandro, Calif. 


Materials Handling 


Sheldon K. Towson, Jr. (left)— 
elected president and chief executive 
officer of The Elwell-Parker Electric 
Co. W. A. Meddick (right)—elevated 
to chairman of the board. 


Obituary 


William H. Day, former Director of 
the Transportation Association of 
America, and well-known transporta- 
tion consultant, died recently at his 
home in Marblehead, Mass. He was 
the director of the Transportation De- 
partment of the Greater Boston 
Chamber of Commerce and a former 
president of the National Industrial 
Traffic League. 

(Resume Reading on Page 23) 





mesma THE MARKET PLACE 





rosmonwanreo«~=SCté‘S LEQ ATION 


WAREHOUSE MANAGER: Experienced in Dry, H 
Household, Furniture and Cold Storage. Will Former Phoenix Steel Corp. 


go anywhere. Reply: Box 256, DISTRIBUTION . 
AGE, Chestnut and Séth Sts., Philadelphia 39, Plant at Harrisburg, Pa. 
a. 


sa i MATERIALS HANDLING EQUIP. 
FOR RENT OR SALE Wide range lift trucks and front loaders—Yale & 


Towmotor, Clark, Caterpillar, Chain Blocks. 





a, anna story brick bidg. — 

sq. ft. and parking space 40 cars—7 miles 

north and 20 ualeaie from downtown. Rent or BUILDINGS FOR RE-ERECTION 
sale. HENRY A. STOUT CO., One Gateway 


Center, Pittsburgh 22, Pa. Span Height to Height to Span 


e/e of Bottom of Top of e/e Crane Crane 
Columns Length Roof Truss Crane Rail Girders Capacity 
80°-0"" 110 Ft. 32'-0"" 23'-6"" 76'-10"" 25 Ton 
72'-6"* 200 Ft. 46'-6"" 22'-72"" 68'-0"" 25 Ton 


| CLASSIFIED ADVERTISING wav aren wes ares ae a 


160 Ft. 32°-0"" 23'-6"" 46'-10"" 20 Ton 


DIVISION wee won, 38" ae" ate 28 To 
CHILTON COMPANY MATCH MARKED FOR RE-ERECTION—LOADED F.0.8 


Advertise Your Surplus OVERHEAD TRAVELLING CRANES 


150 Ton/40 Ton Ladle Crane Morgan 57°—4"" 


NEW—REBUILT—RECONDITIONED— 100 Ton/25Ton Ladle Crane Wellman 59°46" 


40/25 Ton Crane (1951) Milwaukee 56'—6"" 


USED EQUIPMENT 25 Ton Crane (1949) Milwaukee 68'—0"' 


20 Ton Crane Milwaukee 69'—4"' 


In The Classified Sections 20/5 Ton Cine Show Gor 65'—0" 


20 Ton Crone (1949) Milwaukee 46'—I0"' 


Of These Chilton Publications 15 Ton Crane Northern 694" 


15 Ton Crane Morgan 64'—6"" 


DISTRIBUTION AGE AUTOMOTIVE INDUSTRIES — Crone —— oe 
AIRCRAFT & MISSILES © COMMERCIAL CAR JOURNAL ae ya tng my eo-® 
BUTANE PROPANE NEWS ELECTRONIC INDUSTRIES — en gallo 
FOOD ENGINEERING GAS 10 Ton jt siivaaion 
THE IRON AGE MOTOR AGE 10 Ton Crane Alliance 60'—0"’ 


10 Ton Crane Alliance 56'—6" 


Seeking Technical Employees? S Tes Crone —— 


5 Ton Crone Alliance 


EMPLOYMENT SECTIONS = ones Soe: 


5 Ton Crane Northern 


Are Also in the Above Named Publications. tes Pe Se 


5 Ton Crane 

For Further Information Write to: 15 Ton Bridge Only (1949) Milwaukee  70'—0" 
HERMANN W. BOZARTH, MANAGER, 
CLASSIFIED ADVERTISING DIVISION WRITE—PHONE—WIRE 


CHILTON COMPANY LipSETT Division LURIA BROTHERS & COMPANY, INC. 


56th & Chestnut Sts. ye O10 Sane Saas aeons 
Philadelphia 39, Penna. Phone: CEDAR 6-5988 Arnold Landesberg, Project Manager 


DISTRIBUTION AGE, JULY 196! 






































Index of 1961 
General Advertisers 


A 


Acme Steel Company 
Aeroquip, General Logistics Div. 
Alitalia Airlines 
Allis-Chalmers 
American Airlines AlRfreight 
American District Telegraph Co. 
American Trucking Associations, Inc. 22 
American Warehousemen’s Assn. 

Mdse. Div. 58 
Automatic Transportation Co. 

Back Cover 


Boker Industrial Trucks, A Division of 
Otis Elevator Co. 

Brady Motofrate, Inc. 

Burlington Lines 

Burlington Truck Lines 

Butler Manufacturing Co. 


Cc 


California Motor Express 
Carstens Manufacturing Co. 
Central Motor Lines, Inc. 
Chesapeake and Ohio Railway 
Clark Equipment Co., Ind. Truck 
Div. 20-21 
Colson Corporation, The 
Colsolidated Freightways 
Container Transport International 
Inc. 60 
Continental Airlines 32 
Cooper-Jarrett, Inc. 54 


D 


Days Transfer, Inc. 
Delta Air Lines 53 
Denver Chicago Trucking Co., Inc. 
96 & Third Cover 
Denver & Rio Grande Western 
Railroad 58 


E 


Eastern Express, Inc. 
Exide Industrial Div—The Electric 
Storage Battery Co. 10 


F 


Federal Barge Lines, Inc. 
Firestone Industrial Products Co. 
Frisco Railway 


SG 


Goodrich Tire Co., B. F., Div. of 
B. F. Goodrich Co. 
Gould-National Batteries, Inc. 
Great Northern Railway 
Greyhound Package Express 


H 


Hertz Systems, Inc. 
Hyster Company 


International-Stanley Corp. . 
Interstate Motor Lines, Inc. .. 
Interstate System . 


Jiffy Manufacturing Co. 


L 


Link-Belt Company re 
Louisville & Nashville Railroad . 


M 


Mack Trucks, Inc. 
Magline Inc. 

Milwaukee Road he 
Monroe Company, Inc., The 60 
Moto-Truc Co., The Second Cover 


él 


N 


National Castinas Co. 

National Truck Leasing System. . 

Navan, A Subsidiary of North 
American Aviation, Inc. 

New York Central System 

Nickel Plate Road ; 

Northern Pacific Railway 

Norwalk Truck Lines, Inc. 


i 


Pacific Intermountain Express 

Pan American World Airways 

Port of Oakland 

Portland Public Docks . 

Pullman-Standard Div. of Pullman, 
me... : 48-49 


R 


Raymond Corporation 
Rock Island Lines 


Santa Fe Railway . 

Seaboard Air Line Railroad 
Southern Pacific Co. 

Speaker Sortation Systems, Inc. 
Spector Freight System, Inc. 
Stokvis Multiton Corp. 


T 
Tier-Rack Corporation 
Towmotor Corporation 
Trailer Train 
Trans World Airlines, Inc. 


U 


Union Pacific Railroad . 
United Air Lines 


Y 


Yale & Towne Mfg. Co. Yale Mat. 
Hdlg. Div. a SR ee 
Youngstown Steel Car Corp. 





For Warehouse Advertisers See Pages 71 to 96 
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Phone 


the D-C terminal 
nearest you for the 
fastest and finest 
in truck service! 


TERMINALS 


Albany, New York 
Buffalo, New York 
Chicago, Illinois LA 3-7440 
Cleveland, Ohio SH 9-1666 
Colorado Springs, Colorado ME 2-1486 
Denver, Colorado DU 8-4567 
Detroit, Michigan Vi 3-9505 
Evansville, Indiana HA 3-6487 
Kansas City, Missouri HU 3-9343 
Los Angeles, California AN 8-8211 
Louisville, Kentucky ME 6-1361 
New York, New York LO 4-3320 
North Bergen, New Jersey UN 3-0900 
Owensboro, Kentucky MU 3-5363 
Phoenix, Arizona AL 8-5321 
Pueblo, Colorado LI 3-4425 
St. Louis, Missouri EV 5-3959 
Seattle, Washington MA 4-3850 
Syracuse, New York HA 2-5177 


UN 9-8416 
NT 3-3910 


OFFLINE SALES OFFICES 
HU 5-9685 


(Marlboro, Mass.) 
HU 1-8165 
BA 2-5082 
Di 2-4110 
WL 7-6968 


LO 4-1360 
Springfield, Pa.) 


CA 2-4500 
OL 4-8680 
UN 1-4331 
CE 4-1393 
TA 9-4040 


Boston, Massachusetts 


Cincinnati, Ohio 
Dayton, Ohio 
Milwaukee, Wisconsin 
New York, New York 
Philadelphia, Pa. 


Portland, Oregon 
Rochester, New York 
San Francisco, California 
South Bend, Indiana 
Washington, D.C. 


DENVER CHICAGO 
TRUCKING CO.,INC. 


The ONLY direct coast-to-coast carrier! 








C7 


Traffic Managers 
tell us: 


Financial 
stability 


is important in the 
carrier they choose 


Shippers in the know’ respect the fact 
that DC operates in the black! 





Businessmen know from experience that a 
financially healthy company is a good one 
to do business with. Selecting a bank or 
choosing a supplier, you look for careful 
management, progressive thinking, efficient 
operation. 

When you invest valuable time and 
money in transporting raw materials or fin- 
ished products, it makes equally good sense 
to entrust them to a successful carrier! 

Last year, D-C again maintained an im- 
pressive operating ratio while moving more 
than a billion pounds of freight. That’s why 
D-C has money to plow back into new 


DENVER CHICAGO TRUCKING CO., INC. 


the ONLY direct coast-to-coast carrier! 


equipment, preventive maintenance, ex- 
p&nded terminal facilities. 

With million dollar morale top to bottom 
and coast-to-coast, D-C specializes in serv- 
ice that benefitseveryone. More daily sched- 
ules from 18 key cities. Less time on the 
road or in a terminal. It’s the service you’l/ 
profit from when you choose the Depend- 
able Carrier for your next shipments! 





Transveyor Model ESRF projects forks 
forward to load and swings forks in uni- 
son, right or left of center up to 30°. 
Since base arms never enter rack, truck 
can be used with any installation. Ca- 
pacities 2,000 Ibs. through 4,000 Ibs. 


Look at all 
the ways 
can help you 

solve it. 


—_, 5 
AA 


oat, 
: a 


erie > 
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Pictured here are three of the over 20 truck models which AUTOMATIC 


has designed specifically for narrow aisle use. The Model ESRT reach truck . nore 
shown above, for example, makes it possible to use space-saving narrow aisle Sixfoot aisles — problem for this 

: / Model ESST-M Transveyor Stacker. 
layouts without obsoleting your present racks or pallets. The truck can be used Straddle arm design permits it to work 
in close quarters; its light weight and 
: é 3 ca distribution of load makes it useful for 
required by outrigger trucks. Instead, the entire mast moves forward to position operating in elevators, and on floors 
the forks under the load. Capacities 2,000 thru 4,000 Ibs. with load limitations. Capacities 2,000 

through 4,000 Ibs. 


with any skid or pallet installation. Eliminates space between loads which is 


Get the details. Mail coupon today. 


r—SEND FOR DESCRIPTIVE LITERATURE-——— 


Write for brochure “Narrow versus Wide Aisles” and 
or “AUTOMATIC Industrial Trucks Selector Guide.” 


AUTOMATIC 


MAORANC SEE PORERTION COMPANY 


vision of The Yale & Towne Mon turing Company 
115 West 87th Street, Dept Kl. Chicago 20, Ill. 
FIRST IN IMAGINATION > 
FIRST WITH REALITY I acsceiee cies eens sb sem cies en deinen ee neha ih calms mn ati aaa em n mnne | 
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